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PREFACE. 

This little book does not profess to be a treatise or hand- 
book on X lays. It aims merely at giving an account of 
such of the present-day methods and apparatus as appear 
valuable or novel, and which, in many cases, can only 
be found scattered throughout many journals ; it treats 
critically, and here and there somewhat comprehensively, 
some of the features which have laid claim to the interests 
of the writer from time to time ; it is concerned to some 
extent with the development of theory as well as of experi- 
ment ; and it attempts to convey a notion, however dis- 
connected and ill-proportioned, of the historical trend of 
events from Prof. Rontgen's world-famous discovery in 1895 
down to the end of the year 1913. 

The author trusts that the form of the book will be accept- 
able, not only to the student of physics, but to the man of 
general scientific interests, and particularly to the members of 
the medical profession, moat of whom are keenly alive to the 
possibilities of the rays which Rontgen has placed at their 
service. He is aware from experience as teacher and 
examiner of medical students, at Cambridge and London, 
of their need of a book on the subject which is neither 
recondite nor mathematical. 

To two of his colleagues at the National Physical Labora- 
tory, the writer wishes especially to record his grateful 
thanks. Mr. E. A. Owen has revised both manuscript and 
proof, and has co-operated extensively in the treatment of 
Chapter XII., on the Interference and Reflection of X Rays 
by Crystals, a section which the writer believes to be the 
first collected account of this new and fascinating branch 
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of phyBicB. Mr. W. F. Higgins has given freely and gene- 
rously of his time and energies, and rendered invaluable 
aid in all the different stages of the work. He has executed 
with great care a large proportion of the diagrams, and is 
responsible for the preparation of the index and some of the 
more lengthy tables. 

Sir J. J. Thomson, Prof. Bragg, and Mr. C. T. R. Wilson 
have kindly given permisBion to include original photo- 
graphs. The writer's obligations are also due to the Councils 
of the Royal Society, the Cambridge Philosophical Society, 
and the Rontgen Society, the Editor of the Archives of the 
Rontgen Ray, Messrs. J. and A. Churchill, and MesBrs. 
Taylor and Francis, for the loan of original blocks ; and 
to Meesrs. F. R. Butt 4. Co., A. C. Cossor, H. W. Cox & Co., 
C. H. F. MuUer, Newton & Wright, The Sanitas Electrical 
Co., Schall & Son, and Siemens Bros. & Co. for various 
trade blocks. 

Finally, the author would wish to thank his wife E«d 
Mr. J. R. Willis for general criticism, and Mr. A, A. Robb 
of St. John's College, Cambridge, for permission to include 
his verses on Maxwell's famous equations and the birth 
of an X ray. Mr. Bobb's skill in parody is not so well 
known outside Cambridge as his mathematical researches ; 
and the author ventures to hope that the " Revolution of 
the Corpuscle," which first saw hght in the Post-Prandial 
Proceedings of the Cavendish Laboratory, will serve to 
" temper the wind " of those critics who can see only the 
numerous shortcomings in the book. 

The writer will be content if his work can be regarded as 
one of the many tokens of esteem with which old students 
of the Cavendish School of Research have delighted to 
honour their distinguished professor. Sir J. J. Thomson. 

G. W. C. K. 
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NATUBB AND PROPERTIES OF VARIOUS KINDS OF " RAYS." 

r = charge carried by hydrogen ion in olectrolyBis, 
e =umt of electricity] =4-7x 10"'" electrostatic unita (b.s.u.), 

[ =l-57>: 10-^ electromagnetic unita (e.m.u.) 
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THE REVOLUTION OF THE CORPUSOLE.^ 



e did oscillate ao quickly to and fro. 
He always raisad disturbances wherever he did go. 
He struggled hard for freedom against a powerful foo — ' 
An atom — -who would not let him go. 
The aether trembled at hia agitations 
In a ntanner so familiar that I only need to say. 
In accordance with Olerk Maxwell's ax equatione 
It tickled people's optics far away. 

You can feel the way it's done, 
You may trace them ae they run — - 
dy by dy lees dfi by dz is equal K . dXjdl 



While the curl of (X, Y, Z) is the minus d/dt of the vector (n, 6, c). 



Some professional agitators only holler till they're hoarse. 

But this plucky little corpuscle pursued another course, 

And finally resorted to electromotive force. 

Resorted to electromotive force. 

The medium quaked in dread anticipation, 

It feared that its equations might be somewhat too abstruse. 

And not admit of finite int^ration 

In case the little corpuscle got loose. 

For there was a lot of gas 

Through which he had to pass, 

And in case he was too rash. 

There was sure to be a smash, 

Kesuiting in a flash. 
Then dy by dy less rfj8 by dz would equal K . dX/dt 



While the curl of (X, Y. Z) would be minus d/dt of the vector (a, b, e). 

The corpuscle radiated until he had conceived 
A plan by which his freedom might be easily achieved, 
'Air: "The Interfering Parrot" (Odsha). 
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xvi REVOLUTION OF THE CORPUSCLE 

I'll not go into details, for I might not be believed. 

Indeed I'm sure I should not be believed. 

However, there was one decisive action. 

The atom and the corpuscle each made a single charge. 

But the atom could not hold him in subjection 

Though something like a thousand times aa large. 

The corpuscle won the day 

And in freedom went away 

And became a cathode ray. 

But hia life was rather gay, 

And he went at such a rate. 

That he ran against a plate ; 

When the aether saw his fate 

Its pulse did palpitate. 
And dy by dy less dfi by dz waa equal K , dX/dl. ' 



While the curl of (X, F, Z) was the minus d/dt of the vector [a, b, c, 

A. A. R. 
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INTRODUCTION. 

In the early nineties, it was not infrequently maintained 
that the science of physics had put its house in complete 
order, and that any future advances could only be along 
the lines of precision measurement. Such pessimism has 
been utterly confounded by a sequence of discoveries since 
1895, unparalleled in their fundamental nature and promise. 

Even many not specially concerned have had their atten- 
tion directed to the recent attempts at solving the riddle 
which has excited interest and taxed ingenuity since the 
beginning of civilisation — the problem of the ultimate struc- 
ture of matter. The chemist and physicist have long built 
upon a theory of atoms and molecules ; though information 
as to the existence and behaviour of individual atoms was 
only based on speculation, however justifiable. 

But within the last decade we have not only isolated 
the atom, but we have learnt a great deal about its internal 
structure. Radioactivity has, for example, introduced us 
to an electrically charged atom of helium (the a ray) with 
characteristics such that it can, in spite of its extreme small- 
ness,' make individual appeal to our senses. The speed of 
n rays is so abnormally high,' that if, for instance, they 
are allowed to strike a fluorescent screen, as in the Spin- 
thariscope of Sir Wm. Crookes, each atom possesses enough 
energy to record its arrival by a visible flash of light. This 
provided what was probably the first instance of the regis- 
tering of a single individual atom. Rutherford and Geiger 
similarly turned to account the electric charge, and have 

' Mass about 7 x 10"" gramme ; diamster about 2 x 10"" irn. 
'About 12,000 miles or 2x 10" cm. per sec. 
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actually recorded the arrival of single atoms by means of 
a delicate electrometer. 

More recently, C. T. R. Wilson, by the aid of his most 
beautiful and ingenious experiments on fog condensation, 
has succeeded in rendering visible and photographing the 
paths, not only of single charged atoms, but of electrons 
and X rays as well. 

The emission of such charged atoms from the radioactive 
elements proceeds entirely regardless of let or hindrance on 
our part : we have, however, the ability and means to 
create similar abnormal carriers for ourselves — they are, 
for instance, to be found in abundance in a rarefied gas 
through which an electric discharge is passed. Under these 
conditions, the gas molecules, which are ordinarily electri- 
cally inert, assume, in many cases, electrical charges and, 
in addition, may have their usual velocities ^ increased a 
thousand-fold, so that they acquire propert:ies which single 
them out from their fellows. 

These facts are sufficiently attractive in themselves, but 
even those few among us who, severely practical, still look 
askance at ' ionics,' cannot but agree that the close study 
which has been given to the phenomena of a discharge 
tube has already been more than repaid by the further 
discovery of electrons by J, J, Thomson and of the X rays 
by Rontgen. 

The discovery of electrons provided us \vith the present 
accepted theory of the constitution of matter ; it paved 
the way for a ready recognition of the properties of the 
radioactive elements, then on the point of discovery ; and 
it led to a new school of physics which accepted as a creed 
the transmutation of the elements, an idea entirely repug- 
nant to the orthodox chemist who had been taught to 
regard the elements as fundamental and immutable — the 
foundation stones of a science which had been well and 
truly laid. 

The amazing properties of the X rays excited universal 

astonishment at the time of their discovery. An X-ray 

outfit is now indispensable to the surgeon and physician ; 

' About 20 miles per minute in the case of air molecules. 
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and the debt which the world of humamty owes to the 
X rays is a heavy and increasing one. 

Through the efforts of a devoted band of workers, with 
an outlook on life not immediately utilitarian, the Bontgen 
rays have thrown a searchlight on many phases of atomic 
physics not susceptible to other methods of attack. 

And, last of all, and quite recently, X rays have come 
to the aid of the crystallographer and triumphantly dis- 
played in the hands of Laue, Friedrich and Knipping, Bragg 
and others, the regular grouping of the atoms in a crystal. 
The ezperiments, which have opened up an immense field 
of enquiry, have at the same time given the long-deferred 
answer to the problem of the nature of the unknown or 
■' X " rays. 

The Geissler disohai^e tube ^ — ^the former beautiful play- 
thing of the scientist — has proved the pioneer of some of the 
most wonderful discoveries and speculations that physical 
science of this or any generation has known. Truly, as 
Maxwell predicted in the early seventies, the vacuum tube 
has shed Ught upon the whole domain of electrical science, 
and even upon the constitution of matter it«elf. 

Our present intent, that of the study of the X rays, is 
approached most naturally by way of a scrutiny of the 
general phenomena of a discharge tube and of electrons in 
particular. To these branches of the subject we accord- 
ingly first direct ourselves, 
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THE PHENOMENA OF A DISCHARGE TtJBE. 

When a current of electricity from an induction coil or 
influence machine is sent between two metal electrodes 
fused into the ends of a glass tube (say 12 inches long) 
from which the air is gradually withdrawn by a pun^, the 
tube presents a continuous succession of striking' appear- 
ances. 

At high pressures, air is a very bad conductor of electricity ; 
and a large force is necessary to produce a visible discharge 
while the pressure remains in the region of atmospheric. 
But a reduction of pressure facilitates the passage of the 
spark, which after a time loses its noisy character and is 
replaced by a collection of sinuous and irregular pink 
streamers which later broaden and fill almost the whole of 
the tube with a pink diffuse glow known as the positive 
colnnm. Simultaneously the alternative spark-gap of the 
coU diminishes to a small fraction of an inch — evidence 
that the rarefied air is now conducting well. 

Meanwhile the cathode— the electrode by which the cur- 
rent leaves the tube ^ — assumes at its tip a luminous tuft 
—the negattve glow — -violet in colour, which later grows until 
it completely envelops the cathode. Between these two 
luminous glows comes a darker ill-defined region called the 
Faraday dark-qniice. These general appearances correspond 
to a pressure of some 8 to 10 nuUimetres of mercury. 

As the pressure is further reduced, the alternative spark- 
gap begins to lengthen, the anode becomes tipped with a 
' Tlio oleotrode by which the current enters the tnho is the anode. 
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vivid speck of glow, and the positive column proceeds, if 
the current density is suitable, to break up into thin fluctu- 
ating pink discs or striae, which subsequently thicken and 
diminish in number, intensity and extent. The Faraday 
dark-space enlarges, and in the meantime (at about 1 mm. 
pressure), the violet negative glow increases in brightness 
and volume,^ and the glass walls of the tube are seen to 
fluoresce with an olive-green light which, as J. J. Thomson 
{P.C.P.S. 1910) has shown, is due to the action of extremely 
active ultra-violet light from the negative glow.' 




CrookBA 
FlO. 3.— niachaive tube at 



Dark Sp«ce. 

preestire, shoning ralhrxle ilnrk-spiice ni 



As the exhaustion proceeds, this fluorescence disappears, 
the negative glow detaches itself like a shell from the cathode, 
whUe a new violet film forms and spreads over the surface of 
the cathode. Thus the negative glow now consists of two 
parts : they are separated from each other by a narrow dark 
region called the Crookes or cathode dark-space, which has a 
sharply defined outline running parallel to that of the 
cathode. (See Fig. 3.) 

With a reduction of pressure, the dark space increases in 
width, and pushes the outer negative glow before it. The 
dark space is often used as a rough indication of the pres- 
sure, though its width depends also on both the current 

' The length of the glow on the cathode dependa also on the current. : 
the two are indeed roughly proportional (Hehl, 1903). 

' This is especially marked in hydrogen. Tl 
gTPOn with lead glass, 
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THE PHENOMENA OP A DISCHARGE TUBE 3 

density and the metal of the cathode, and is not really a 
reliable guide to the degree of exhaiistion.' 

With higher rarefactions (say iV mm) both positive and 
negative glows become less bright and definite in outline, 
and finally lose almost all traces of luminosity. Meanwhile 
the cathode dark space has grown at the expense of all 
else, unto finally it becomes so large that its boundaries 
touch the glass walls of the tube. It is at this stage that 
the tube begins to shine, first in the region of the cathode, 
and then {as the dark space extends) over its whole surface, 
with the brilliant apple-green fluorescence ^ well known 
to those who are accustomed to X-ray tubes. 

AH this time the length of the alternative spark-gap has 
been steadily increasing. If the exhaustion is pressed still 
further, the fluorescence diminishes, and the resistance of 
the tube increases, until finally it becomes impossible for the 
difichai^e to pass at all. The pressure at which this comes 
about depends partly on the induction-coO and partly 
on the size of the discharge tube. A large tube always 
runs more easily than a small one at the same pressure.^ 

The above are the more salient features to be observed 
in a discharge tube. At atmospheric pressure the discharge 
consists mainly of positive column ; at low pressures it is 
the phenomena of the cathode dark-space which are most 
conspicuous and have attracted widespread attention. 

' See Aston, F.R.S. 1912. 

* This is quite different in appearance from, and much more brilliant 
than, the olive-green fluorescence at higher pressures (see above). Tlie 
yellow-green colour holds only for soda-glass tiibpB. Lead and lithium 
glosses yield a bluish fluorescence. 

' It should be retnarked that induction coils do not give pure unidirec- 
tional currents, but, in some eases, show marked " reverse " currents as 
well, more especially with easy discharge paths. So that as the pressure 
is lowered both electrodes may appear to act as cathode until the fluores- 
cence stage is reached. In some cases it is qnitp difficult at the higher 
preseures to say which elpctrnde will ullLmftt<>ly prove to lie the cathode. 
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CHAPTER II. 

CATHODE RAYS. 
HiBtoricaL 

The study of the green fluorescence on the glass was com- 
menced by Pliicker as long ago as 1859, and carried on 
vigorously by Hittorf (1869) and Goldstein (1876) in Ger- 
many, by Crookes (1879) in England, and by Puluj in 
Austria. It was soon ascertained that the fluorescence was 
produced by something coming from the region of the 
cathode ; for a suitably interposed obstacle cast a sharp 
shadow on the walls of the tube. This " something " was 
given the name cathode rays (Katkodenstraklen) by Gold- 
stein, who believed that the fluorescence was produced by 
waves in the ether for whose propagation the gas in the 
tube was not necessary. The expression has been retained, 
and rightly, for although the word " ray " has come to be 
associated with a wave-motion in the ether, the connection 
is quite fortuitous ; indeed Newton used the term in his 
corpuscular theory of light. 

The general properties of the cathode rays soon revealed 
themselves. Plucker had found that their path was bent 
by a magnet. Goldstein, by suitably contrived shadow 
experiments, confirmed Hittorf's observation that the rays 
travel in straight lines, and showed further that they 
start at right angles to the surface of the cathode. Crookes, 
by the use of cathodes shaped like a concave ■ mirror, 
demonstrated that the rays concentrate near the centre of 
curvature, and there display in a marked degree heating 
properties and an ability to excite phosphorescence in 
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many substances. They tend also to push away any object 
against which they strike, and cause, for example, paddle- 
wheels of mica to rotate, although we now know that such 
experiments depend for their success, not on the momentum 
of the rays, but on heating effects such as prevail in a radio- 
meter,^ Moat important of all, cathode rays, when they 
strike matter, generate X rays, as Rontgen showed in 1895. 

The Nature of the Oatkode Rays. 

For nearly thirty yeara the English and German schooltf 
of physics disagreed as to the nature of the cathode rays. 
Gierman physicists, follow- 
ing Goldstein's lead, held 
that the rays were similar 
to light — a wave motion 
in the ether with which 
matter had nothing to do. 
This view received much 
support from the experi- 
ments of Hertz (1892), and """"'" 

his friend and colleague Lenard {A.d.P. 1894), who showed 
that solid bodira were not absolutely opaque to the rays 
which could pass, for example, through gold and aluminium 
foil, Lenard's historic vacuum-tube was provided with a 
small " window " of aluminium foil, 0'000265 em. thick. 
(See Fig. 4.) When the cathode rays were shot against 
this window, he found that they passed through without 
puncturing it, and were able to excite phosphorescence, 
etc., a few millimetres away in air.* There was no diffi- 
culty in accounting for the transparency of thin solids on 
the ether-wave theory, though it was apparent that the 
relation to ordinary optical transparency was slight ; for 
instance, gold leaf is more transparent than clear mica to 

' A paddle-wheel made of a good thermal conductor such as aluiiiiiiiutn 
does not show the eBect. In a radiometer the vanes are propelled by the 
recoil of the gas molecules from the warmer face of each vane. 

' The Lenard rays travel farther in attenuated air. We know now that 
part, at any rate, of the phosphorescence which these "Lenard rays" 
pcoduoed was due to X rays generated by the aluminium. X rays were 
not discovered until the following year. 
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cathode rays. On the other hand, the normal emission of 
the rays from the cathode could scarcely have been antici- 
pated on any wave theory : one would have inferred a 
general emission in all directions. 

But the magnetic deflectibility of the cathode rays, and 
its unsatisfactory explanation on a wave theory, were re- 
garded as crucial by English physicists, who were unanimous 
in the view that the rays consisted of particles of matter 
charged with negative electricity and projected with im- 
mense speeds from the cathode. Varley in 1870 seems to 
have been the first to suggest, though somewhat vaguely, 
the presence of such particles in the electric dischai^e ; and 
Sir Wm. Crookes, in a series of papers in the Philosophical 
Transactions (1879-1885), definitely adopted this standpoint 
to explain and coordinate the many striking results of his 
experiments. 

In a flight of intuition, Crookes suggested that the matter 
constituting the cathode rays was neither gas nor liquid 
nor solid as ordinarily known, but in a fourth state tran- 
scending the gaseous condition — an extremely happy sur- 
mise, as events proved. It is interesting to recall that 
Faraday as long ago as 1816 speculated on the possibility 
of the existence of such a fourth state of matter. 

Crookes supposed the cathode particles to have the 
dimensions of molecules, but this view became hard to re- 
concile with their penetrating power for metals found (as 
mentioned above) by Hertz and Lenard some years later. 
To meet the difficulty, the suggestion was put forward that 
the metal, under the bombardment of the cathode rays, 
acted as a pseudo-cathode, and itself emitted cathode rays. 
It was further pointed out that instances of the penetration 
of metals by molecules were not unknown ; to wit, the 
passage of hydrogen through hot palladium and platinum, 
the squeezing of water under hydraulic pressure through 
gold and other metals, and the gradual penetration of lead 
by gold when discs of the two are in close contact.^ How- 
ever, these explanations were not very satisfying, nor did 
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they prove to. be necessary, for about thia time new evidence 
began to accumulate in favour of the charged particle theory. 
Sir J. J. Thomson came to the conclusion that the velocity 
of the cathode rays was appreciably leas than that of light ; 
and the French physicist Perrin in 1895, by catching the 
rays in a Faraday cylinder, demonstrated that they carried 
a charge of negative electricity with them. But though 
Perrin's experiment carried conviction to the majority, it 
was not regarded as conclusive by the extreme ether-wave 
supporters, who looked on the electrification aa merely 




revealing the presence of electrified particles which were 
an accidental accompaniment of, and were not essentially 
connected with, the cathode waves. 

But J. J. Thomson in 1897, by suitably modifying Perrin's 
apparatus, showed that when a magnet was used to deflect 
the cathode rays the negative electrification followed exactly 
the same course as the rays which produced the fluorescence 
on the glass (Fig. 5). He further succeeded in deflecting 
the cathode rays by an electric field : Hertz had tried this 
experiment fourteen years previously, and had failed 
because the pressure of his gas was too high, the gas con- 
ducting sufficiently well to mask the effect of the electric 
field. 

After these results it could hardly be doubted that the 
cathode rays were negatively charged particles, and the 
objections to this view, on the score of their penetrating 
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ability for solids, were finally set at test by J. J. Thomson 
in 1897-1898. In a series of experiments, which for ingenuity 
and insight have rarely been equalled, Professor Thomson, 
by deflecting the cathode rays in magnetic and electric fields 
of known strength, was able to infer the size of the chained 
particles ; and later, to deduce their mass, velocity and 
electric charge. (See p. 14.) He showed that the cathode 
rays were neither atoms nor molecules, but something far 
smaller : the mass of each of the particles proved to be 
about TTtnrth part of the smallest mass hitherto recognised 
by chemists — that of the atom of hydrogen. Their nature 
depends neither on the nature of the cathode nor on that 
of the residual gae in the discharge tube. The chaise is 
invariable, and agrees with that carried by the hydrogen 
ion in liquid electrolysis : the velocity depends upon the 
electric force which is applied to the tube ; the speeds are 
found to be an appreciable fraction of the speed of light,^ 
in some cases as much as one- third. 

Thus the cathode rays proved to be neither ethereal waves 
nor ordinary material particles, but bodies of sub-atomic 
size moving with prodigious velocities, a state of things so 
nearly realising Newton's long-abandoned conception in his 
corpuscular theory of light that J. J, Thomson called the 
small particles which constitute the cathode rays, cotpnBcles. 
Johnstone Storey had previously suggested the name electros 
for the electrolytic unit, or atom of electricity, and the 
suitability of the expression for tho cathode rays was at once 
recognised : both terms have since come into common use. 

It is perhaps difficult to realise the disproportion * between 
the size of an atom and the size of an electron : the two 
have been aptly compared to a fly in a cathedral, or a speck 
of dust in a room I 

Wehaelt Cathode. 

If the cathode is constructed of a strip of platinum which 
can be raised to a bright red heat,* and on which is mounted 

' The velocity of light is 1 86,300 miles or 3 y 10" cms. per bcc. 

* 1 : 100,000 in linear dimeoaions ; 1 : 10" by volume. 

* By means of on indepNident current. 
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a speck of lime ^ (see Fig. 6), all the ordinary phenomena 
of a dischai^e tube can be reproduced by means of quite 
small potentials — 100 volts or less between the cathode and 
anode. The hot lime emits torrents of corpuscles and the 
pencil of cathode rays, owing to their low speed (see p. 12), 
produces vivid luminosity in the rarefied gas. The velocity 
of the rays is proportional to the square root of the potential 
applied : the velocities are of the order of -[\iih of those in 



ElKtrified 




an ordinary discharge tube ; e.g. with 50 volts, the velocity 
= 42 X 10' ems. per sec. The magnetic and electrostatic 
deflection of these rays can be striliingly demonstrated 
owing to their relatively small velocity. 

It is possible with the hot-lime cathodes to send very 
large carrents through the discharge tube — currents of ,V 
ampere and more are readily attained. With high cathode 
temperatures and voltages of 200 or 300 on the tube it 
requires precautions to prevent the discharge growing into 
an arc ^ with the consequent destruction of the cathode. 

Lx, ignited in Hilu, 



t serves to prevent this. 
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IraiiBmissioii and Absorption of Cathode Bay& 

Lenard {Wied. Ann. 1895) showed that for fast- moving 
cathode rays, the extent of the absorption in different sub- 
stances is roughly proportional to the density. The pene- 
trating power of a cathode ray varies very greatly with its 
speed. The highest speed rays, which move at the rate of 
about 10^" cms. per sec, can only penetrate 2 or 3 mms. of 
air at ordinary temperature and pressure. The fastest 
rays from radium are cathode rays which have no more 
than about three times this speed, and yet their range in 
air is nearly 100 times as great. The range is, of course, 
increased by lowering the pressure of the gas, as the mole- 
cules are not so closely packed, and the cathode rays suffer 
fewer encounters with the atoms. 

I>uring its journey, the cathode ray loses velocity both 
by ionising and by deflection. So long as its speed remains 
high, it pursues a fairly even course ; as it slows down, it 
becomes more and more liable to deflection by the encoun- 
tered atoms, until finally it loses so much energy that it 
becomes undistinguishable as a cathode ray. Thus a fine 
pencO of cathode rays gradually becomes fuzzy and scattered. 

Some of the cathode rays are actually swung completely 
round by the surface atoms, and so may be " reflected " 
with velocities up to the original velocity. The more 
obliquely incident the rays, the greater the number " re- 
flected." In regard to the transmitted rays, Whiddington 
{P.B.S. 1912) has recently shown experimentaUy the truth 
of a relation deduced theoretically by Sir J. J. Thomson 
some years ago. He finds that the maximum velocity ( V^) 
with which a cathode ray may leave a material of thickness 
Misgiven by Y„' - V/ - ad, 

where F^ is the initial velocity of the cathode ray and a 
is a constant (2 x lO^ for air ; 732 x 10"* for AI ; 2540 x lO*" 
for gold ; all in cm.sec. units). This fourth-power scatter-. 
ing law holds also for Ra j8 rays, except the very fastest. 
Whiddington was unable to trace any simple connection 
between the value of a and the atomic weight or density 
of the material. 
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Cathode rays lose their speed very quickly in patting 
through Bolids, and thin metal leaf has to be used in experi- 
mental work.^ The maximum thickness of aluminium or 
glass which transmits high-speed cathode rays to any 
appreciable extent is about 0-0015 em. (Cf. p. 45.) 

Heating Effects prodnced by Cathode Rays. 

The bulk of the enei^y of the cathode rays is dissipated 
as heat when the rays strike an obstacle. A simple cal- 
culation shows that if in a tube of moderate vacuum 
the current carried by the cathode rays is a milliampere 
(iO~' amp.), the energy given up by the rays per minute 
is of the order of 100 calories.^ Now a milliampere is only a 
moderate current ; as will be seen later, currents up to 50 
or 60 milliamperes and even more {with momentary 
discharges) obtain in practice. No target can withstand such 
currents for any length of time if the rays are concentrated 
by using a concave cathode. Platinum may be fused, 
diamonds converted into coke ; even tantalum and tung- 
sten ' with melting points in the neighbourhood of 3000° C. 
can be rendered molten. Owing also to the low pressure, 
most metals can be vaporised with ease. ^ 

The heating effects reach a maximum at a certain pres- 
sure, which is not very low, and are not so marked in very 
high vacua. 

lonisation produced by Cathode Bays. 

A cathode ray has the property of ionising a gas, i.e. of 
rendering it electrically conducting. The ionising power is 



■The energy E = ii . — . v', where i is the current, v is the velocity of 

the rays, nt is the mass of and e the charge oti each ray. If E ie expressed 
in caloriee per min., t ia iniliiamperes, and v in cms. per sec., then 
fi=4. 10->*(b'. This Bssumea that all the cathode ray energy is turned 

'Von Wartenberg (1907) determined the melting point of tungsten by 
means of a cathode-ray vacuum furnace. He used a concave Wehnelt 
cathode (p. 8) far the purpose. See also Tiede (1913) for an account of 
a cathode-ray furnace with a water-oooled cathode. 
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especially conspicuous with the slower rays — the ionlsatioii 
per centimetre of path was in fact found by Glasson (P.M. 
1911) to vary approximately as l/{velocity)^. The faster 
rays have the greajter energy, it is true, but they do not 
begin to ionise to any great extent until their velocity has 
dropped.' A cathode ray (like the a ray) ionises most 
towards the end of its path, until finally it loses so much 
enei^y that it can no longer ionise, and ceases to be dis- 
tinguisbable as a cathode ray. 

The strong ionisation is responsible for the luminosity 
which cathode rays produce in the residual gas of a dis- 
chai^e tube — a luminoaity which at higher pressures is 
displayed as the outer negative glow bounding the cathode 
dark-space (see p. 2), and at lower pressures lights up 
the path of the rays themselves (see p. 34). The luminosity 
of the track reaches a maximum at a certain pressure ; as 
the pressure is further reduced, the rays gradually become 
faster and less luminous, but simultaneously their power of 
excitmg fluorescence in the glass walls of the tube increases, 
until finally the rays become quite invisible and are mani- 
fested solely by the fluorescence on the glass. 

FlnoreBcence proclnced by Cathode Bays. 

An ordinary X-ray tube affords abundant evidence of the 
fluorescing properties of glass subjected to cathode rays. 
Crookes found in 1879 that glass which had suffered pro- 
longed bombardment by the rays fatigued and lost a good 
deal of its fluorescing abUity. Most of the fatigue is only 
temporary, but a portion is very permanent. Crookes 
found, for instance, that complete recovery was not brought 
about even by fusion of the glass ; and Campbell-Swinton 
{P.B.S. 1908) refers to a tube in which the fatigue persisted 
for more than ten years. Swinton showed that the fatigue 
is purely a surface effect, and is removed by grinding 
away the surface of the glass. He found that the thickness 
which had to be removed for this purpose was always about 
■015 mm. 

I, greater than that 
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There are many substances which afford striking and 
beautiful examples of the fluorescing ability of cathode 
rays. Among those which are useful in practice are barium 
platino-cyanide (a material of which fluorescent screens 
are usually made), the mineral wiUemite (a silicate of 
zinc), zinc blende (sulphide of zinc), and kunzite (a lithium 
felspar). 

The fluorescing power of a cathode ray increases with its 
velocity, and does not seem to be possessed by the very 
slowest rays, Rays as slow as those from a Wehnelt cathode 
are, however, capable of causing fluorescence. 

HagEetic Defiection of Cathode BaTS. 

When a chained particle (mass m, charge c) is projected 
along a line of magnetic force, it continues to move along 
it ; but if it is projected (with velocity v) at an angle B to 
the magnetic field (of strength H), the deflecting force acting 
upon it is Hev sin 0. Hence, if 
p is the radius of curvature of 
the resulting path, 
Hev sin 6 = mv^/p 




'^ He sine 
which represents a helix. So 
that, in general, the effect of 

a magnetic field on the path of a moving corpuscle is to 
twist it into a helix woimd on a cylinder with the lines of 
force as axis. With the slow cathode rays given out by a 
Wehnelt cathode (p. 8), the helix can be beautifully 
demonstrated ; with strong fields, the helix becomes so 
long and attenuated that the rays appear to follow the 
lines of force, 

In the particular case when the cathode ray is projected 

at right angles to the magnetic lines of force, sin 6=1, and 

p = mvjHe. 

Thus in a uniform magnetic field, the path of the particle 
is a circle in a plane at right angles to the magnetic force, 
t.e. the particle is bent away in a direction at right angles 
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both to the field and to its former direction.^ The extent 
to which cathode raye are bent by a magnetic field thus 
depends on the strength of the field, on the speed of the 
particles, and on the quantity denoted by e/m. As to the 
speed, that is related directly to the potential which is 
applied to the tube ; the velocity is, indeed, roughly pro- 
portional to the square root of the potential or alternative 
spark-length (see p. 96). 



Electric Deflection of Cathode Kays. 

If an electric field X is acting at right angles to the direction 
of projection of the cathode ray, the force on it is Xe in the 
direction of the field. Thus, as above, the radius of curva- 
ture is mi^ 

The corresponding expression for the magnetic deflection 




FIO.B.— J. J.Thomion'snpparotuBform.. . , , 
electric and a masnetic Held are rnntrived so that their effects oi. . 
cathode lays balance each other exactly, in which cnnp the fluarcKct 
prortucAl by the ealhoiie rayx rrrnnins iindevlated. 



If we contrive things so that the magnetic and electric 
deflections are equal and opposite, we can, at once, from 
a knowledge of the fields, derive both the velocity and e/m, 

' The following mnemonical rule ia convenient for remembering in which 
direction a cathode ray is deflected : It the magnetic field H (i.e. the 
direction in which a N-seeking pole would move) is upwards (owardn 
the Head, and the cathode Ray is moving horizontally towards the Right 
hand, the mechanical Force on the ray is horizontally towards the Front. 
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for the cathode ray ; for v = XjH, and elm = Xj{pH^). It 
was in this way that J. J. Thomson first arrived at the 
nature of the cathode rays (p. 8). (See Fig. 8.) 

Braim Tube. 

A practical application, due to Braun, of the bending of 
cathode rays tinder magnetic or electric force has come into 
use in electrical engineering for the purpose of studying the 
wave-form of rapidly changing alternating currents. In the 
Braun tube, a narrow pencil of cathode rays is received on 
a fluorescent screen, and is subjected en route to both a 
magnetic and an electric field. The two fields are at right 
angles, and are both actuated by the alternating current. 
The cathode rays, having practically no inertia, are able to 
follow the most rapid vagaries of the fields, and so trace 
out on the screen a pattern, from which the wave-form can 
be deduced. 

Magnetic Spectrum of Cathode Bays. 

Each interruption of the primary current in an induction 
coil produces a small train of strongly-damped oscillations 
in the discharge (p. 59). Thus the potential on the tube 
is intermittent, and the result is a stream of cathode rays 
with a variety of speeds, each peaklet on the oscillatory 
potential curve producing a group of uniformly fast cathode 
rays, of which the speed diminishes with successive oscilla- 
tions. 

■ Accordingly, if the cathode rays are subjected to a mag- 
netic field, the different groups are differently deviated — the 
greater the speed, the less the magnetic deviation. Thus a 
slit of cathode rays, when allowed to fall on a fluorescent 
plate, produces in a magnetic field a number of bright lines 
or bands which go to make up a " magnetic spectrum " — 
an appearance first noticed by Birkeland (CR.) in 1896. 
The brightness of each band is a measure of the number of 
rays moving with the same speed : the displacement of the 
band from the undeflected position is inversely proportional 
to the velocity, and directly proportional to elm and the 
strength of the field. 
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If the gas pressure in the discharge tube is not very low, 
the bands may be numerous (30 or more), but if the pressure 
is lowered, the oscillations are more strongly damped, and 
so the linea become fewer, group themselves more closely, 
are less deviated as a whole (the cathode rays being faster), 
while the least deviated line becomes the brightest ; thus 



Pressure 008 n 



Pressure 0004mm. 

Fig. 9. — Examples of magnetic spectra ot csthode rays. 

most of the cathode rays now possess the maximum velocity. 
Fig. 9 shows two magnetic spectra obtained by Birkeland 
at different pressures. 

Beatty {P.R.S. 1913) found that with a potential of about 
60,000 volts on the tube, the main stream of cathode rays 
had a velocity corresponding to about two-thirds of the 
potential as given by a spark-gap. 

A spectrum of rays can also be produced by an electric 
field, in which case the deviations are inversely proportional 
to the square of the velocity. 

A tube driven by a Wimshurst machine or a battery of 
cells does not yield a magnetic spectrum, but only a single 
bright line, which is evidence of the fact that all the cathode 
particles have the same velocity. 

Constants of Cathode Bays. 

Measurements of the speed of cathode rays have been 
made by various experimenters ; the rays in an ordinary 
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discharge tube have velocities ranging from about 10* to 
rather more than 10^" cms. per sec., i.e. from one-thirtieth 
to one-third of the speed of light. 

The latest determinations of e/m {see p. 14) for the 
slowest rays give a value of 1-77 X 10' expressed in electro- 
magnetic units. Measurements of the ionic chaise make 
6=1-57x10'^'' B.M.TT., 60 that, for small velocities, m is 
8*8x10"'* gramme. Theory indicates that electrons owe 
all their mass to their velocity, and that for cathode rays 
moving, for example, with one-third the speed of light m 
would have a value about 6 % greater than the above. 

Now, according to the best authorities, the mass of the 
hydrogen atom is 1"6 x 10''* gramme, so that the number 
of electrons equal in mass to the hydrogen atom is about 
1830. 

Further constants will be found on p. xii. 

The Ubiquity of Electrons. 

Since their discovery in so artificial a source as a vacuum 
tube, electrons have been found literally to pervade the 
universe. Relatively low-speed electrons are emitted in 
many chemicfd reactions and by metals when exposed to 
light, especially ultra-violet. High-speed electrons with 
velocities almost up to that of light constitute the rays of 
radium and the radioactive substances : the alkaline metals 
(at any rate K and probably Rb) also emit corpuscles. They 
are ejected in abundance from hot bodies, markedly so 
from the alkaline earths (lime, baryta, etc.) with velocities 
and in amounts depending on the temperature. Without 
doubt they play a part in cosmical physics : the most 
recent explanations of the aurora or northern lights regard 
them as due to enormously fast electrons ejected by the 
sun, which are collected and guided in long spirals (see 
p. 13) to the polar latitudes by the earth's magnetic lines 
of force.^ They there ionise and cause lumincwity in the 

' Aurora occur moat abundantly not at the poles, but at about latitude 
68°. This reqiiiren for the electrons a velocity closely approacliing tliat 
of light — a velocity even greater than that poasessed by the faateat known 
ji particles from mdium. 



Dig lizedoy Google 



18 X RAYS 

upper attenuated regions of the earth's atmosphere, just as 
they do in a vacuum tube. 

But whatever their origin, electrons have always been 
found to maintain their invariable and indivisible char- 
acter : they carry the unit of electricity, and can indeed 
be regarded as the idtimate fundamental carrier of negative 
electrification. 

Tbe Electron Theory of Hatter. 

Rutherford's theory of the constitution of matter, which 
satisfies a number of the main facts, regards an atom as 
built up of a minute nucleus of positive electricity ^ (no 
bigger than 10"^^ cm. in diameter) surrounded by an inner 
cluster of negatively charged electrcia which rotate round 
the nucleus, and an outer group of electrons which also 
rotate and are less rigidly attached. The total negative 
charge of the electrons is equal to the positive charge of 
the nucleus. The outer electrons, by their number and 
arrangement, are responsible for the chemical and physical 
properties of the atom : the inner electrons have influence 
only on the phenomena of radioactivity. This explains 
why physical and chemical behaviour do not go hand in 
hand with X and 7-ray phenomena. Present theory indi- 
cates that the number of corpuscles in an atom is equal 
to either the atomic weight of the material or not more 
than a small multiple or submultiplo of it. As positive 
electricity has never been found to be associated with 
bodies less than atoms, it would appear that the atom 
owes most of its mass to its positive nucleus, which is 
capable of deflecting both a and ^ particles out of their 
paths. 

The electron theory of matter has been elaborated by 
Lorentz and others, and extended to many departments 
of physics. For instance, the phenomena of magneto-optics 
show that electrons are intimately concerned with the 
spectrum lines. An electronic theory of magnetism has 
been developed by Larmor (1837) and Langevin (1905). 

"pt. nnd Nov. 
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In the case of solids, there are supposed to exist un- 
attached and wandering electrons interspersed between the 
molecules. These can be ejected by ultra-violet light or 
heat : they are the important agents in thermo-electricity, 
and in the conduction of electricity and heat ; a good con- 
ductor, for example, is one which contains many of these free 
electrons. The electron theory has, among other things, led 
to important deductions concerning the specific heats of 
metals at low temperatures — a subject to which Nernst 
and others have lately given attention. 

For an account of the electron theory see Lorentz, Theory 
of Electrons, 1909, and N. R. Campbell, Modern Electrmil 
Theory, 2nd ed., 1913. 



Positive Rays. 

Though the ordinary cathode rays are the most con- 
spicuous of the rays existing in a discharge tube, there are 
others also present. As long ago as 1886, Goldstein, by perfor- 
ating the cathode of a discharge tube, observed that a stream 
of rays travelled through the tube in the reverse direction 
to the cathode rays. To these rays he gave the general 
name of Canal-rays {Kanalstrahlen). Wien showed that the 
Canal rays were deflected in the opposite direction to cathode 
rays when subjected to a magnetic force, and he came to 
the conclusion that they must consist of positively charged 
particles. The deflection detected in this case, however, 
was small compared with that obtained with cathode rays,^ 
but the deflection in the electric field was of the same order 
of magnitude tor both positive and negative particles. This 
pointed to the fact that the positive particle had greater 
mass than the cathode or negative particle ; Wien, in fact, 
found that the mass of the positive particle was of the 
same order of magnitude as that of a hydrogen molecule. 

The existence of the two kinds of rays in a discharge 
tube can very easily he shown by the different colours they 
produce in lithium chloride. This substance fluoresces blue 
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under the action of cathode rays, and red under the action 
of positive rays, so that a small glass bead coated with 
lithium chloride and placed in a suitable position between 
the electrodes in the tube will appear red on the side towards 
the anode, and blue on the side facing the cathode. This 
bead can be utilised to explore the region between the 
electrodes in order to determine in what part of the tube the 
positive rays have their origin. Starting with the bead at 
the anode, we should find that it does not appear red on 
the aide facing the anode until we arrive at the boundary 
between the negative glow and the Crookes dark-space 
(p. 2) ; it continues to fluoresce red throughout the 
Crookes dark-space. The amount of fluorescence in various 
parts of the dark-space, however, shows that most of the 
rays start from the boundary of the dark-space. 

The positive rays have strong ionising, fluorescing, and 
photographic actions. They cause soda glass to fluoresce 
a dull green ; willemite, a bright green : in both eases, the 
effects are much inferior to those produced by cathode raye. 
The positive rays show strong pulverising properties, and 
roughen or disintegrate any surface against which they strike. 

During the last few years the whole question of the 
electric discharge from the point of view of positive electricity 
has been taken up by Sir J. J. Thomson. He has shown 
that there exist in the tube high-speed atoms and molecules 
of the gases present, some positively charged, some nega- 
tively, and some uncharged. In no case has a positive 
ray been detected whose mass is smaDer than that of the 
hydrogen atom ; a positive electron, if such exists, has 
hitherto eluded search. The velocities of these positive 
particles are in the neighbourhood of 10* ems. per second 
(the fastest have a speed of about 2 x 10* cms. per second) ; 
this is of the order of 1000 times the ordinary velocity of mole- 
cules as calculated from the kinetic theory of gasas {p. 73). 

It is found that there are many more of these high-speed 
charged particles (or ions) moving towards the cathode than 
from it.i If a hole is made in the cathode, the positive 

' T!iese 1 
raya, but ci 
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rays stream through it and form the Oanal rays of Goldstein ; 
and in this region, where they are separated from the cathode 
rays, they can be independently investigated. 

Professor Thomson received a very fine pencil of thcso 
rays on a photographic plate, and en route subjected them 
simultaneously to the action of magnetic and electric fields, 
the magnetic field deflecting the rays at right angles to 




the deflection caused by the electric field (see Fig. 10).^ 
It is found that only a small portion of the beam is deflected, 
— the main part goes on unaffected by the deflecting forci^. 
If X and y are the deflections of a particle due to the 
action of the electric and magnetic fields respectively, and 
e, m, and v the charge, mass, and velocity of the particle, 
then we have e 

x^A. — -, 

wh^re A and B are constants depending upon the strengths 
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of the electritt aad mugiietiu t'oiLies, iniil tlie drntuucs^n 
rays have to travel from the time they enter the field i 
force until they R^ach the photographic plate. 

The equation to the trace on the photographic plate 
becomes ^a ^i ^ 

X A ' m 



This is the equation of a 
plate a Beries of parabolar 



parabola, bo that we have, 
reprefieuting tlie loci of partieli 
which have a constant value of e//», 
(See i'ig. U.) Different particles] 
register different loci on the plate, 
and for each locuB m has a definite 
\'alue, tio that the method affords 
a means of determining accurately 
the atomic weights of substances 
which are present in the tube. The.' 
system of curves obtained on the^ 
screen depends, of course, upon 
the nature of the gaa in the tube. 
Most positive rays carry only one 
ionic charge (equal to that carried 
by the cathode rays), though with 
some elements 2, 3, and up to 
8 charges have been found 

By this method. Professor, 
Thomson has been able to de-' 
termuie the atomic weights ofi 
numerous elements,^ and 
indeed, discovered substances as 
""""" yet unknown to the chemist. 

When, for example, nitrogen is put into the tube there 
are seen on the photographic plate parabolas corresponding 
to N* (an atom of nitrogen with one charge), N'^'^, N^, 
iVj+. A very interesting case is afforded by marsh gas 
(CH,), which yields lines corresponding to the com- 
binations CH, CHj, CHg, and CH^. The great advantage;: 

' t/ni for tlie liyilrogeu molecule carrying a aiugle charge ia 10' tdeotro- ] 
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of the method lies in the fact that only a very umall 
quantity of the ga» investigat«d iu required iu the tube ; 
and, in addition, a combination of atomB in an untitable 
Htate has only to exist for a minute fraction of a second 
in the tube in order to allow it to be recorded on the 
photographic screen. 

For a fuller account of this ingenious method, see J. J. 
Thomson, Positive Bays (Longmans, 1913), 

The positive raya are important from the point of view 
of the X-ray worker, in that by their bombardment of the 
cathode, they liberate the cathode rays. Furthermore, the 
positive rays are responsible for the positive electrification 
which the inner surface of the glass walls of an X-ray bulb 
always assumes (p. 32), and which serves to heighten the 
fluorescence of the glass by attracting the secondary cathode 
rays from the anticathode. 

The positive rays doubtless also play a prominent part 
in the action of valve-tubes (p. 66). 
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CHAPTER III. 

X BAYS. 

The Discorer? of X Bays.^ 

We have dealt above in some detail with many of the 
features which cathode rays possess ; we have, however, 
made no more than mention of their most striking property 
of all — that of generatii^ X rays. In the autumn of 1895 
Professor Wilhelm Konrad Rontgen of Wiirzburg, Bavaria, 
discovered, it may be said almost accidentally, the rays . 
which now bear his name. During the course of a Bearcb 
for invisible light rays, he turned on a low-pressiire discharge 
, tube, which for the purpose was completely enclosed in 
stout black paper, and to his surprise noficed that a fluores- 
cent screen lying on a table some 3 metres or so distant 
shone out brightly. The light-tight cover precluded any 
possibility of the effect being due to ordinary ultra-violet 
light ; there was evidently some curious radiation coming 
from the tube. If obstacles were interposed, Rontgen found 
that they cast shadows on the screen ; and in this way he 
traced back the unknown or " X " rays to their source, 
which proved to be the region of impact of the cathode , 
rays on the glass walls of the tube. 

Further investigation revealed the fundamental tact that 
Rontgen or X rays are produced whenever and wherever 
cathode rays encounter matter. It was imagined by many 
that X rays were present in the original cathode ray beam, 
and were obtained by mere subtraction. But this was dis- 
proved by the discovery that when the cathode rays were 
magnetically deflected, the source of the X rays also moved. 
The experiment also put out of court the notion that X rays 
were due to the impact of particles of metal from the cathode. 
'S«e also p. 217. 
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But the fascmatlng feature of the new rayH wan their 
extraordinary ability to penetrate many substances quite 
opaque to light. The degree of penetration was found to 
depend on the density ; for example, bone is more absorbent 
than flesh, and if the hand is placed in the path of the rays, 
the bones i^tand out dark against the flesh in the shadow 
cast on a fluorescent screen. Rontgen at once appreciated 
the immense signiflcance of his discovery to the sui^ical 
profession, and communicated his results to the Physico- 
Medical Society of Wiirzburg in November 1895.^ 

It was soon ascertained that X rays affected a photo- 
graphic plate, ^ could not apparently be refracted or reflected 
{see p. 168), and, unlike cathode rays, were not bent by a 
magnetic or electric field,' a result which shows that the 
X rays do not carry a free electric charge. In 1896, J. J, 
Thomson, Hurmuzescu, Benoist, Dufour, and others found 
that Bontgen rays shared with cathode rays (and ultra- 
violet light) the property of ionising or imparting temporary 
electrical conductivity to a gas, which ordmarily is a nearly 
perfect insulator. 

Before considering in any detail the advances that have 
been made in the various branches of the subject, it will 
probably be useful first to recount briefly the essential 
particulars of the working of a simple X-ray equipment. 

' ■ A BfilBF ACCOTJHT OF THE PHODTJCTION OF X RaYS. 
An X-ray Bulb. 

When a current of electricity from a Ruhmkorff induction 
. coil is sent through an X-ray tube, a pencil of cathode rays 
from the concave cathode is focussed on the target or anti- 



'See also L'Eclair Steel. 6. 241. 1896. For an account of ROntgeii's 
later work, see fieri. Ber. I8it7. and Ann. Phy. Chem. 1898, ROntgon's 
three memoire are translated in the Electrician (Jan. 24. 1S96 and April 
24. 1897) and A.Bt.B. (Feb, 1899). 

' The inesplicable fogging of imopened packets of photographic plates 
in the neighbourhood of a Crookes tube was engaging the attention of 
more than one English physicist at tho timo of the discovery of the X raya. 

3 Walter {A.d.P. 1904) used magnetic fiolda up to 19,000 gauss. Psschen 
{F.Z. 1904) Biinilarly esposed Ha y rays to fields of 30,000 gauss. 
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cathode, the surface of which is inclined at 45° to the rays, 
and is usually made of a metal of high atomic weight, such 
as platinum (Fig. 12). An additional anode is usually pro- 
vided, but is not indispensable. The anode and cathode 
are generally of aluminium. lYom the point of impact of 
the cathode rays on the anticathode, X rays are given out 
in all directions. The anticathode tends with continued 
use to become very hot, and is often either made massive 




Vm. 12. — A simple type ol [ocus bulb 



or cooled in some fashion. The pressure of the gas in an 
X-ray tube becomes lower with use, and a device for " soften- 
ing " the tube (i.e. raising the pressure) is therefore usually 
provided. 

The higher the pressure, the less the potential required 
to drive the tube and the less penetrating the X rays ; both 
the X rays and the tube are often termed " soft " if the 
pressure is high. The lower the pressure, the " harder " 
are the rays. In the X rays from any particular tube 
there are many qualities present ; this is shown by the fact 
that rays which have traversed one thickness of material 
are more penetrating to a second. 

X rays are invisible and do not make glass fluoresce ; the 
pale green hemisphere of fluorescence on the bulb is due to 
" reflected " cathode rays from the anticathode_striking the 
glass walls. That this is so is shown by the distorting 
action of a magnet on the boundary of the fluorescence. 
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An Induction Coil. 

All induction coil is merely a device for transforming a 
low-potential current, eueh as is yielded by a battery of 
a few cells, into a high-potential current of the kind suitable 
for driving an X-ray bulb. An induction coil consists 
essentially of a cylindrical iron core round which is wound 
a coil of stout insulated wire ; this coil, which ia known as 
the primary, consistB of relatively few turns. Outside this 
is the secondary coil consisting of many thousands of turns 
of finer wire carefully insulated. Fig. 13 shows diagram- 
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Conden&er 

Fig, 13.— DlagiiiDiiiintli: representatloti at an induction coil. 

matically the various parts of a small coil. A hammer- 
break interrupter is shown in the primary circuit, and a 
condenser, usually mounted in the base of the coil, offers an 
alternative path to the break. The primary circuit is joined 
to a suitable battery ; and the object of the interrupter 
is to make and break the current in rapid succession. The 
consequence of this is at every " make " to induce in the 
secondary coil a momentary current, and at every " break " 
an equal momentary current in the opposite direction. 

But in X-ray work it is important that the current through 
the X-ray tube should be all in one direction, and herein lies 
the chief function of the condenser. When the circuit is 
made, the condenser takes and stores the first rush of current, 
which therefore grows relatively slowly and magnetises the 
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core ; at break, however, the condenser diachai^ee its elec- 
tricity through the primary circuit with groat rapidity and 
demagnetiscB the core. The induced potentiak in the 
secondary are accordingly much feebler at make than at 
break ; the currents resulting from the former are known 
as " reverse " or " inverse " currents, and in a good coil 
are nearly suppressed. Thus the sparks which pass between 
the terminals of the secondary cirouit are due chiefly to the 
break and only pass one way. The power of a coU is often 
designated by the length of its longest spark, e.g. a 6-inch coil. 

The iron core serves to increase the number of lines of 
force through the coils. The condenser is made of alternate 
layers of tinfoil and paraffined paper. The hammer-break 
consists essentially of a steel strip on which is mounted a 
piece of soft iron ; this is attracted by the core when the 
current passes, and so breaks circuit between two platinum 
studs in the primary cireuit. The spring is thus caused to 
vibrate backwards and forwards like the hammer of an 
electric bell, and so alternately makes and breaks the 
primary current. 

An extended account of the induction coil is given on 
p. 49 et seq. 
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AN X-RAY BULB. 



Early X-ray Tubes. 

The vacuum tube with which Rontgen made hie famous 
discovery in 1896 was pear-shaped, with a flat disc for 
cathode mounted in the body of the bulb at its narrow 




end ; the anode was in a small side tube (Fig. 14),^ The 
cathode rays impinged on the lai^ end of the bulb, pro- 
ducing vivid fluorescence. This pattern of tube was widely 
copied, but it was soon found that it did not survive many 
of the prolonged expoaurea which were necessary to secure 
radiographs of any value. Moreover, owing to the large 
area of emission of the rays, the photographs were always 
blurred and somewhat indistinct. Experimenters set about 

' In another early form of X-ray bulb uspiI by RCntgen, tlie anode 
consisted of a large ring in the body of tlie bulb. 
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to find ways and means of prolonging the life of the tube, of 
dbortening the exposure, and of improving the definition. 
Under the impression, then prevailing, that active fluores- 
cence was essential for the genesis of the X rays,^ various 
workers, about 1897, constructed tubes of fluorescent glass 
[e.g. uranium and didymium glasses) with the idea of en- 
hancing the output of the tube ; it was, however, found 
later that the fluorescence was quite immaterial. 

Campbell-Swinton in 1896 modified Rontgen's design of 
tube by inserting a sheet of platinum obliquely in the path 
of the cathode rays. The improvement was considerable, 
though the radiographs were still lacking in sharpness, and 
the exposures unduly protracted. 




rrnUng eflefU n[ fnciinerl 

The same year Professor H. Jackson of King's College, 
London, turned to account a former discovery of Sir Wm. 
Crookes, and replaced the flat cathode by a concave one. 
Crookes had shown in 1874 that a hoUowed-out cathode 
brought the cathode rays to a focus, and flve years later 
actually constructed a tube with a plate of platinum at ' 
the focus to display the heating effects of the rays (Fig. 15). 
The tube must have given out X rays in abundance, but 
they remained unnoticed. Professor Jackson mounted the 
platinum target at 46° to the rays (Fig. 16) ; in essential 
respects his tube agreed with that of Crookes. The new 

' It may be recalled that the late Henri BBcqvierol, at the auggPStion of 
M. Poinoar^, was led to inveatigate whether X rays were an invariablo 
accompaninient of phosphorescence in general. Among the anbatancea 
he tried were iiranium salts ; the resiilt was tlie diseovery of radioaelivity 
in 189G, two months after the discovery of X rays. 
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focus tube was a vast improvement on its predecessors ; 
the exposures were shortened enormously, and, owing to 
the small area of emission, the resulting photographs showed 
wonderful sharpness and detail. 

It is remarkable how slight the subsequent changes have 
been ; many thousands of X-ray tubes have been made, 
but the design of the present-day model agrees essentially 
with that of fifteen years ago.* Indeed, it may fairly be 
said that the X-ray bulb has not kept pace with the very 
extensive improvements that have been made in the rest 
of the X-ray equipment. There is no gainsaying the fact 




FiO. IB.— Jnckaon'B first tc 



that even now X-ray tubes are prone to be fickle, and it is 
scarcely possible to guarantee their behaviour. A bulb will 
be perfectly satisfactory one day, and yet refuse to work 
reliably the next ; and of two bulbs apparently precisely 
similar, one may work well for months, the other may break 
down within a few days. Many X-ray workers take the 
precaution of resting a favourite bulb occasionally ; a bulb 
is often improved by being allowed to lie idle for a few weeks. 

In general, a large bulb is better than a small for passing 
a heavy current (see p. 68). Some makers have accordingly 
constructed monster bulbs, which have, however, little to 
commend them on account of their unwieldiness and the 
greater thickness of the glass. 

In all the earliest tubes, the cathode was mounted in the 

body of the bulb, but by the end of 1896 it was withdrawn 

just within the neck of a side tube- — a design typical of all 

later makes, and one which conduces to greater steadiness 

'Spp, however, p. 210. 
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and hardness^ (see p. 69). In Jackson's bulb and its pre- 
decessors the target served also as anode ; we find an 
auxiliary anode introduced in a tube by Gundelaoh in 1896. 
Both forms persisted for some years, but nowadays the 
auxiliary anode always finds a place. 

About 1902, makers vainly sought to improve the 
efficiency of their tubes by coating some or all of the 
electrodea with radioactive material. Since then they have 
devoted most of their attention to the design and material 
of the antic athode. 



The Eleoibodes of ah X-ray Bitlb. 

The electrodes are fixed to stout wires or rods which, for 
ease of manufacture and repair, are invariably mounted in 
side tubes projecting from the main bulb. It was found 
as early as 1896, that the discharge is materially steadied 
by completely sheathing the supporting wires with glass 
tubes. This largely serves to cheek the tendency for the 
discharge to paas along the walls of the tube, more especially 
at low pressures, and cheeks the "sputtering"' which is 
pronounced with wires and points. The glass walls become 
highly chained, negatively in the region of the cathode (p. 70) 
and positively in the main body of the tube (p. 23) : these 
chaises, particularly with a blackened tube, may cause the 
focal-point to wander and lead to sparking along the glass. 

The passage of the discharge along the glass walls is not 
moreover confined to the inside of the tube, Alippi found 
in 1906 that it a large jet of steam were allowed to play on 
the bulb, the X-ray output iuid general fluorescence greatly 
increased. The effect is probably due to the removal of 
dust and the surface alkaU in the glass with a consequent 
diminution of conductivity. Local surface electrification 
is probably responsible for the green wisp-like discharges 
which can often be seen playing over the inner surface of a 
bulb when in use. 

' J. J. Thomson {P.M. I!)12) finds that t.hia position of the cathodn is 
rIso tlie moat favniirftble for the pmrinotion of the poaitivo " etiiml " rays. 
2 8*op, 76. 
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The part that surface electrification plays, and the control 
it poBsessoB ovei^ the hardness and steadiness of a discharge 
is not, I think, generally appreciated. 

The Anode. 

As remarked above, the modern X-ray bulb is always 
provided with an additional anode of aluminium which is 
joined externally to the anticathode (Fig. 12). The precise 
benefit of the anode is a little doubtful, though in some 
cases the result of disconnecting it from the anticathode is 
to soften the tube. C. E. S. Phillips (A.BtM. 1902) con- 
cluded that the auxiliary anode was helpful, probably by 
electrostatic action, in steadying the discharge. He remarks 
that the most advantageous position for the anode is behind 
the anticathode. The auxifiary anode is also probably bene- 
ficial during the passage of the inverse current which exists 
with all coil discharges : in these circumstances, the alu- 
minium anode, rather than the platinum anticathode, tends 
to act as a temporary cathode, and as aluminium exhibits 
much less cathodic sputtering (p. 78) than platinum, the 
walls of the tube are not blackened to the same extent. 

It is usually stated that the discharge is independent of 
the position of the anode. This is only true if the anode 
is outside the cathode dark-space : if the anode is within 
the dark-space, the discharge only passes with difficulty. 
Now, in an X-ray tube, working under ordinary conditions, 
the cathode dark-space is big enough to enclose the anti- 
cathode within its boundaries, and the presence of the 
anode, which is invariably inserted within a confined side 
tube, is therefore advantageous. 

There is this, too, to be remembered : the easiest direction 
for a discharge to cross an unsymmetrical tube is that which 
makes the less restricted electrode the cathode— in other 
words, that direction which offers the cathode dark-space 
least obstruction ; the tube runs harder if the dark-space 
touches the walls. If the design of an X-ray bulb is borne 
in mind, it will be realised that this property (which is made 
use of in the various valve-tubes, p. 66) would, in the 
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absence of the confined anode, result in facilitating rather 
than in retarding the passage of the inverse" current. Most 
workers have experienced this tendency of X-ray bulbs to 
act as rectifiers, and their refusal, on occasion, to let through 
the " break " current at all. 



The Cathode. 

Tor the reasons given elsewhere (p. 78), the cathode 
is made of aluminium, and is mounted just within the neck 
of a eide tube to the bulb. In a focus tube, the cathode 
is concave. Now, while the normal ejection of cathode rays 
holds for plane surfaces, it is not the case for concave cathodes 
except when the pressure is not very low. As the exhaus- 
tion proceeds, the focus of the rays recedes farther and 
farther from the cathode, and may reach a distance of 
something like four or five times the radius of curvature 
of the cathode : ordinarily the distance between the cathode 
and anticathode is some two or three times the radius of 
curvature. The focus may vary somewhat capriciously in 
practice, without any apparent alteration in the current or 
gas pressure. 

The correct disposition of anticathode and cathode is a 
matter of some nicety for the maker, who has to be guided 
mainly by his experience and the hardness at which the 
tube is to be run. The anticathode is usually moujited a 
shade out of focus to avoid its premature destruction by 
fusion, though for radiographic purposes this entails some 
loss in definition. Some of the earlier X-ray tubes were 
provided with devices for moving the anticathode to suit 
the conditions of use. 

Campbell-Swinton (P.R.S. 1897) found that, at moderate 
pressures, the cathode rays do not form a solid cone of rays, 
but are condensed into a hollow conical shell. At low 
pressures, however, the rays are chiefly concentrated along 
the axis of the cathode. Owing to the ionising effect on 
the residual gas, this bundle of rays is displayed as a luminous 
pencil which stretches from cathode to anticathode. The 
origin of the pencil of rays, which usually is readily dis- 
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cemible in a soft X-ray bulb, is due to the repulsive effect 
of the electricity on the walls of the tube adjacent to the 
cathode. The same effect obtains also with plane cathodes 
(see p. 70). With a cathode made of a metal tube, a con- 
centrated pencil of rays emei^es from each end along the 
axis ; such cathodes are sometimes convenient in experi- 
mental bulbs. 

It would appear from the work of some experimenters 
that to keep the cathode cool is of service in diminishing 
the tendency of the bulb to harden with use. In the GaifiEe- 
Barret tube, for instance, the cathode is cooled by directing 
an air blast on ite back surface. 

One may mention here that cathodes made of the electro- 
positive metals conduce to smooth running of the discharge ; 
for example, an aluminium cathode faced with calcium 
metal permits a tube to be run with safety much harder 
than one with the plain aluminium cathode. This is prob- 
ably due to the comparative ease with which such metals 
emit electrons. See also the Coolidge tube (p. 219). 

The Anticathode. 
The desiderata in an anticathode intended for modem 
radiography are : 

(1) A high atomic weight^to secure a lar^e quantity of 

rays. 

(2) A high melting point — to permit sharp focussing of 

the cathode rays without fusing the target. 

(3) A high thermal conductivity — to diminish local heat- 

ing. 
(i) A low vapour pressure at high temperatures — to avoid 
thermal "sputtering" on the walls (see p, 81). 

The Atomic Weight of the Anticathode, 

It was known almost from the first that the heavier 
metals, or rather those of high atomic weight, make the 
most efficient anticathodes. Rontgen himself found in 1896 
that the rays from platinum are more intense than those 
from aluminium. Campbeli-Swinton, Kaufmann, Roiti, Sir 
Oliver Lodge, S. P. Thompson, and Langer, all about 1897, 
did work connecting atomic weight and intensity of radiation. 
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These earlier workers used photographic or fluoreecence 
methods of messuring intensitieB, and consequently most 
of their observations are of quaUtative rather than quanti- 
tative interest. 

In some experiments made by Kaye in 1908 ^ the metals 
used as anticathodes, some twenty in number, were mounted 
on a trolley inside the discharge tube (see Fig. 17). By 
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means of a magnetic control, the trolley could be moved 
and any metal desired brought under the beam of cathode 
rays. The tube was provided with an aluminium window 
0*0065 cm. thick, and the emei^ent rays, which thua suffered 
but alight absorption.were measured by an ionisation method. 
The discharge was maintained by an induction coil. 

The experiments showed that there are, in general, at 
least two classes of X rays given out by an anticathode ' — 

' PIdl. Trans. Roy. Soc. A, 209, p, 123. 

' Tlie X rays from an anticatliodo will ordinarily be suppidrnfinted by 
at Isaat two types of Hoft X rays — one produced by the X rays in passing 
thmiigh thi! glass walls ; the other from the impact of " refleeted " cathode 
rays against the glass and the residual gaa moleo^lea. 
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heterc^eDeous " primary " or " independent; " X rays, and 
homogeneoi:^ X rays characteristic of the metal. 

The quality and amount of the latter rays are controlled 
by the nature of the anticathode and the potential on the 
tube ; if the tube is soft, with many metals the X rays are 
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Atomic Weight of Rd.diii.tor 



almost wholly characteristic (seep. 121). In some cases, such 
rays are too soft to penetrate the glass walls of an ordinary 
tube. However, the aluminium window enabled their pre- 
sence to be readily detected. Their intensities did not follow 
any simple atomic weight order — for example, the metals 
of the chromium-zinc group ^ emit radiations very rich in 
soft and ionbing rays. 

' Cr. Mb, Fe. Ni. Co. Cu, Zn. 
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To remove the characteriHtic rays, an aluminium screen 
2 or more mms. thick was used, and it was then found that 
the intensity of the remaining harder " independent " rays 
increased with the atomic weight of the anticathode ; the 
two are indeed roughly proportional.^ Fig, 18 shows the 
relation for a potential of about 26,000 volts on the tube. 
Very little change was produced in the relative intensities 
by increasing the thickness of the aluminium screen — ^the 
rays from all the metals were, under these conditions, very 
fairly homogeneous and of the same quality. Thick screens 
of other metals yielded much the same sort of curve, modified 
a little here and there. When the potential on the tube 
was raised the heavy-atomed anticatbodes became shghtly 
more efficient ; with a diminished potential the lighter 
elements somewhat increased their relative intensity values. 

Snitable Anticathode H«tals. 

The list in Table I, gives the atomic weights, the radiation 
values, the melting points, and thermal conductivities (where 
known) of those elements which by reason of their refractori- 
ness may be regarded as suitable for the anticathode of a 
focus bulb. The radiation values are for hard rays and are 
taken from Kaye's experiments (p. 36) ; in some cases the 
numbers have been obtained by interpolation. The thermal 
conductivities quoted are at room temperatures ; mosi 
metals diminish in conductivity as the temperature rises. 
The remaining constants are from Kaye and Laby'a Physical 
Constanta. The properties of some of the metals are i 
convenient, and to others the scarcity and. price are 
present an insurmountable objection. 

Among the metals which have been commonly employed 
as anticatbodes in radiography are osmium, iridium, tung- 
sten, tantalum, and, of course, platinum. Platinum, which 
is almost univereally used, has a melting-point none too 
high for the purpose, sputters badly, and its price, steadily 
becoming exorbitant, is beir^ instrumental in directing 
attention to the properties of tantalum and tungsten, metals 
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whose chemistry has become familiar through their extensive 
employment in electric lamps. Neither metal sputters so 
badly as platinum,^ both have a very much higher melting 
point, and but a slightly inferior radiation value, while 
tungsten has a superior thermal conductivity, thus permitting 
sharper focussing of the cathode rays. Tantalum was intro- 
duced into anticathode work some years ago, but it is only 
recently that it has been possible to obtain forged pieces of 
pure, dense and m^eable tungsten suitable for the purpose. 
It remains to be seen whether these metals prove as good 
as their promise. 

Table I. 



Metal. 


i^Slt. 


Deiisity, 


T&^' 


MelUng 


Tlwnnml 




(0=16) 


grmB./o.C. 


(Pt = 100 


°C. 


C.g.S. 


Uranium ■ 


2385 


c. 18-7 


c. 126 






Thorium - 


2320 


113 


c. 120 


_ 





Gold 


197 2 


19-3 


101 


1064 


0-70 


Platinum - 


195 2 


215 


100 


1750 


0-17 


Iridium ■ 


1931 


22-4 


98 


2290 


0-17 


Osmium - 


1909 


22-5 


97 


2700 


0-17 


Tungsten ■ 


184'0 


19-3 


91 


3200 


0-35 


Tantalum - 


1810 


16-6 


90 


2900 


012 


Palladium 


1067 


11-4 


55 


1560 


017 


Bhodium ■ 


1029 


12-4 


54 


c. 1900 


_ 


Ruthenium 


101-7 


12-3 


53 


1950 ! 


_. 




960 


8-6 


SO 


2500 


— 


Niobium ■ 


93-5 


12-7 


49 


2200? 





Zirconium 


90-6 


4-1 


47 


0. 1300 





Yttrium - 


890 


3-8? 


46 


_ 


_. 


Copper ■ 


636 


8-9 


33 


1084 


002 


Cobalt 


590 


8-« 


30 


1480 


— 


Nickel 


58-7 


8-9 


30 


1460 


0-14 


Iron- 


55-9 


7-9 


27 


1530 


015 


Manganese 


54-9 


7-4 


26 


1260 


— 


Chromium 


520 


6-5 


25 


1520 




Vanadium 


51 1 




24 


1720 





Titanium • 


48 1 


35 


22 


1800 


— 



Iridium is even more expensive than platinum, but appears 
to behave satisfactorily if there is no oxygen in the X-ray 
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tube. Osmium, which was introduced in the very early days 
of X rays by Sir James Mackenzie Davidson, while excellent 
as an anticathode, is very scarce and expensive. Rhodium 
would seem to have much to recommend it as a material 
for anticathodes ; it has a high atomic weight and low 
volatiUty. Bragg has moreover shown that the rhodium 
radiation from a soft tube is remarkably homogeneous (see 
also pp. 121 and 198). 

Platinised Nickel Anticathodes. 

It should be remarked that almost ail the cheaper X-ray 
tubes are fitted with nickel anticathodes fa«ed with very 




thin platinum sheet (about ^^^ mm. thick). The high price 
of platinum was responsible for the introduction (in 1897) 
of these composite anticathodes of which nowadays large 
numbers are turned out. There is no objection to the plan 
if the tube is intended only for moderate output ; but care 
should be taken that the platinum facing is not fused, as 
nickel is a greatly inferior radiator. Fig. 19 in a photo- 
micrograph (due to Mr. J. H. Gardiner) of a fused platinised 
nickel target. 

Design of the Anticathode. 

Some makers envelop the anticathode in a glass sleeve, 
others fit it within a porcelain ring. Both devices tend to 
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reduce the evil efEects of the inverse current. In »ome cases, 
the anticathode is made trough-shaped or is surrounded by 
a hollow aluminium cylinder to do away with the X rays 
produced by the reflected cathode rays striking the j 




iiitltatlioiie mill ui 



walls : the definition is described as being improved. Kurl- 
baum in 1900 constructed an anticathode coated with 
platinum- black with the object of increasing the heat-loss 
by radiation. 

Nowadays, the very pronounced heating of the anti- 
cathode is overcome in many tubes by cooling the back 




surface by water or a stream of air (Fig. 2U). In some 
makes of tube, no attempt at cooling is made, the anti- 
cathode being designed for continuous use at a red heat. 
With other designs of target, the temperature is kept down 
by incref^ing the massiveness of the anticathode (Fig, 21) ; 
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this is done by backing up the platinum plate with copper, 
nickel, or iron. In some cases, the support extends to the 




outside of the tube, and is there provided with fin radiators 
(Fig. 22). Muller has recently introduced a method of 




U. 23.— A MuUec bulb will 



( inetliod of coaling aiitleathiKle. 



cooling the anticathode by means of cooling-tongs (Fig. 
23). A thin copper tube is closed at one end, to which is 
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fastened the platinum target : the other end of the tube m 
ft^ed to the glass through the intermediary of a platinum 
belt, and thus the inside of the copper tuhe is open to the 
air. Into the aperture can be introduced a pair of metal 
tongs, by means of which both the massiveness of the 
anticathode can be greatly increased and its temperature 
lowered.^ 

The pointof impactof the cathode rays is generallynot more 
than 1 or 2 mms. across, and with a heavy discharge the heat- 
ing is so intensely restricted and rapid that the anticathode 




f la. lii.— Pliotomiorogisph of fused focus-spot In 



may be melted locally without damage to the rest of the plate. 
Fig. 24 is a photomicrograph (kindly lent me by Mr. J. H. 
Gardiner) of the focus spot of a tantalum anticathode sub- 
jected to a momentary heavy discharge. The metal was 
liquefied, and the pool of molten metal was blown away 
from the cathode into a mound, where it solidified on the 
cessation of the current. 

Gardiner (J.Bt.S. 1909), by the use of a small magnet to 
deflect the cathode rays to a new portion of the anticathode, 
showed that, without in any way impairing photographic 
definition, it is possible to prolong very greatly the life of 
an anticathode. 

' Reference may be made to MuUor's I9H catftloguu of X-my bulbw 
which, beeidea being uouHually well illustrated, doale comprolieiutivuly with 
many points of practical interest. 
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Obliquity of the Anticathode. 

The design of tube introduced by Prof. Jackson, in which 
tlie cathode rays are focussed on an anticathode inclined 
at 45" to the beam of cathode rays, has become the universal 
pattern. It has two disadvantages : 

(1) The obliquity of the anticathode to the cathode rays 

increases the area of emission of the X rays. This 
is to the detriment of definition in photographic work, 
though it must be conceded that in any case a point 
source of X rays is not feasible in practice. 

(2) It is impossible, with a coil discharge, to suppress 

entirely the reverse current at " make," during which 
time tlie cathode rays proceeding from the anti- 
cathode impinge on the glass walls, with the con- 
sequent risk of piercing the tube. 
Both objections could be met by mounting the anticathode 
parallel to the cathode and using normally incident cathode 
rays. 

The writer showed (P.R.8. 1909), in some preliminary 
experiments, that the output of a tube was almost inde- 
pendent of the obliquity of the anticathode. The fluores- 
cence of the bulb, which is due to the " reflected " cathode 
rays from the anticathode, increased very markedly as the 
angle of incidence (to the normal) of the cathode rays in- 
creased, but the X rays did not show any corresponding 
variation either in quality or quantity. Thus the 46° position 
enjoys no advantage over any other ; and probably a tube 
employing normal incidence would be found to possess useful 



Depth of Origin of X Bays in an Anticathode. 

Various observers have found that the mean depth at 
which Rontgen rays originate in an anticathode is directly 
proportional to the potential employed. Ham {P.B. 1910) 
found that with a potential of 21,500 volts the mean depth 
was 59 X 10"^ cm. in the case of a lead anticathode. The 
writer showed (P.C.P.S. 1909) that with spark-gaps of from 
1 mm. to 1 cm., a thickness of from 1 X 10"^ to 4 x 10'^ cm. 



oy Google 



AN X-RAY BULB 45 

of gold, copper, or aluminium, was more than sufficient to 
generate X rays. 

These distances may be compared with the minimum 
thicknesses which have been found essential for complete 
" reflection " of cathode rays of varioua velocities. These 
are as follows : 

Tabi,e II. 



11,000 V 


olta 


6-3 


16,500 




1 19-0 


21,800 




244 


27.800 




' <66 


90,000 




0-2. 



Distribntion of the X Bays. 

The distribution of the X rays from a bulb of the ordinary 
type is not quite uniform. Ham {P.R. 1908), Bonlier (1908), 
and Gardiner (J.Rt.S. 1910) agree that in a plane determined 




by the beam of cathode rays and the normal to the anti- 
cathode, the intensity reaches a maximum in a direction at 
about 60° from the normal. (Of, p. 112.) A distribution 
curve obtained by the writer {P.Ii.S. 1909) for normally 
incident cathode rays is given in Fig. 25, in which the length 
of the radius vector in any direction is proportional to the 
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intensity. It would be interesting to obtain similar curves 
for very thin anticathodes in wMch the scattering of the 
cathode rays would not be complete. 

Thin Anticathodes. 

8ome information on this point is afforded by the writer's 
experiments {P.C.P.S. 1909) on the emission of X rays in 
both backward and forward directions from anticathodes 
consisting of aluminium, copper, gold, or platinum leaf. The 
apparatus is shown in Fig. 26. The results indicate that 



Al^ 



Fia. afl.^Appnrntim for mmsurtng X 




ins \ rnys em 
in nnticathode. 



the forward or " emei^ence " X raya exceed the backward 
or " incidence " raya both in intensity and hardness. In 
other words, the X rays tend to proceed in the same direction 
as the cathode rays which produce them. This is most pro- 
nounced in the case of aluminium, where with leaf about 
O'OOOOl cm. thick, and a spark-gap of 1 to 2 cms., the emer- 
gence rays wore two or three times as intense as the incidence. 
Stark {P.Z. 1909), using a photographic method, has obtained 
similar results for a carbon anticathode. 

It would be of interest to test the homogeneity of the X 
rays from thin anticathodes. In many cases the proportion 
of characteristic radiation might be expected to he unusually 
large; 
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CHAPTER V. 

HIGH-POTENTIAL GENERATORS. 

The various means of exciting X-ray bulba may be con- 
veniently grouped into : 

(1) Influence machines. 

(2) Induction coils. 

(3) Step-up transformers. 

Influence Machines. 

Influence machines, which are nowadays almost always 
of the Wimshurst type, have been largely^ used in France, 
Germany, and the States for the production of X rays, 
but, probably owing to climatic reasons, have found little 
favour in this country. Very few influence machines, sold 
as such, are really suitable for the purpose ; nearly all of 
them need redesigning both from a mechanical and an 
electrical point of view. If glass is chosen for the material 
of the revolving plates, it should be free from excess of 
alkali, which in damp weather makes the surface conduct- 
ing : ordinary window glass is quite unsuitable. Alkali- 
free glass is now procurable ; it is, for example, used in 
the Moscicki condenser. Such glass should not be coated 
with shellac varnish according to the usual custom ; shellac 
is slightly hygroscopic, and, although it is a better insulator 
than bad glass, it is not so good as the best glass. Care 
should be taken to avoid undue fingering of the plates. 

Ebonite plates have advantages over glass (see p. 226}, 
certainly on the score of safety for high-speed machines. 
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With continued exposure, however, to the stray brush- 
discharges, the ebonite tends to deteriorate,^ probably owing 
to the ozone, which is always generated in abundance, and 
which many workers find objectionable. 

For leads, massive or india-rubber sheathed wires free 
from points and sharp bends, and as short as possible, 
should be used, otherwise the leakage by brush-discharge, 
always considerable, will prove excessive. When an X-ray 
bulb is run by a machine, either two short spark-gaps or 
two Leyden jars should be put in series with the bulb, one 
on each side of it : this will prevent undue frittering away of 
the electricity. 

With a multiple-plate machine in good working order, a 
beautifully steady X-ray discharge can be obtained. The 
current is, moreover, unidirectional, and is found to be not 
so destructive to the anticathode as pulsating or alternating 
current. 

The voltage from a Wimshurst machme is proportional 
to the speed of the plates : there is no theoretical limit to 
the potential obtainable, except such as is imposed by 
leakage or disruptive dischai^e. A Wimshurst machine is 
peculiar in that the current obtained is almost entirely 
independent of the voltage. The current output can be 
raised by increasing the number of plates. The voltage is 
readily controlled by altering the tUt of the rod supporting 
the brushes : a needle-point spark-gap is useful in regulat- 
ing minor variations ot the potential. 

But, as hap already been remarked, the idiosyncrasies and 
unreliability of influence machines have caused most workers 
trO fight shy of them, at any rate for X-ray work. For 
instance, some machines refuse to work at all inside the 
glass cases provided for them ; yet, in their absence, the 
machines attract all the dust, within reach and require con- 
tinual cleaning. It is a habit with nearly all machines to 
reverse their electrification if stopped and restarted : in at 
least one type, a device is provided to counteract this. 

' A niixtare of Freneli clialk and metliylated spirit is deaeribed as useful 
in reatoring perished ebonite surfaces. The new insulator " bskelite " is 
said not to deteriorate with expoaure to an electric discbarge. 
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As an example of the successful large design of machine, 
one may mention that of Hulst in America. The plates, 
fifty in number and small in diameter, are constructed of 
compressed mica, and are motor-driven at a very high 
speed about a vertical axis. Such a machine will send a 
current of some 15 to 20 milliamperes ^ through an X-ray 
tube, and yield rays of an intensity such as would require 
double the current from a coil. The machine is, however, 
excessively noisy, and there is, of course, the danger atten- 
dant on the high speed of the whirling plates. 

Villard and Abraham (G.R. 1911) describe a somewhat 
smaller 20-plate Wimshurst machine, whose coiatruetion 
allowed speed? of from 1200 to 1400 revolutions per 
minute. The plates were of ebonite 70 cms. across. The 
maximum current obtained was 3 milliamperes, the highest 
voltage about 320,000 volts, and the longest spark-gap 
f»5 cms. 

Some workers have been suocessful with Wimshursts, 
which work in air-tight cases into which air or carbonic 
acid is pumped under pressure. The idea is to kill the 
losses due to brush discharge ; but the working difficulties 
are so great that the latest designs of Wimshursts have 
reverted to the simple unenclosed pattern. 

Indttction Coils. 

It is only within the last few years that makers of in- 
duction coils have stirred themselves to meet the special 
requirements of the X-ray worker. The improvements in 
design and performance are doubtless not wholly uncon- 
nected with the competition offered by the various step-up 
transformers. The present-day coil offers improvements 
even on its predecessors of only five years ago ; standardis- 
ing of proportions proceeds, and any differences of design 
among the different coil makers depend more on individual 
predilections than on theoretical grounds. 

It is not generally realised that the same coil cannot be 
equally efficient for all purposes ; it cannot, for example, 
' A milliamperes jfl');^ ampere. 
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prove equally satisfactory for hard and soft bulbs, or for 
all speeds of interrupterB. 

While all the ambitious efforts of the early eoil maker 
were directed towards phenomenally long sparks, nowadays, 
for X-ray work, he is content with a 10 to 12 inch spark, 
provided it is a " fat " one and as unidirectional as possible. 
A fat spark means heavy current and intense X rays, and 
that satisfies ths, radiographer, who requires short exposures 
for much of his work, and finds that very long sparks mean 
rays too penetrating for his purpose.^ Some of the later 
coils will pass through an X-ray tube sustained secondary 
currents np to 60 milliamperes with relatively small primary 
currents and but little inverse current. It will not be un- 
profitable to consider in some detail the various parts of a 
modern coil, a brief account of which was given on p. 27. 

Core. 

The aim of the coil-maker is to magnetise the core slowly 
{at make) and demagnetise it rapidly (at break). The 
spark-length depends on how quicldy the core can be 
demagnetised. On the other hand, the output or power of 
the coil depends largely on the degree of magnetisation. 
With modern high-frequency interrupters the core is never 
either fully magnetised or demagnetised. 

The ideal size of core depends on the size of the primary 
and the current in it, on the frequency and character of 
the break, and on the output required : the heavy dis- 
charge eoil of to-day has a conspicuously large and stout iron 
core whose length is some five or six times the diameter. 

The chief objects kept in mind in core design are (1) to 
diminish the inverse current, and (2) to reduce the losses 
due to eddy-currents and hysteresis in the iron. The 
inverse current is lessened by packing as much iron as 
possible into the space available for the core. The 
hysteresis loss is diminished by using iron as soft as can be 
obtained. The eddy-currents are reduced by using, instead 
of a solid iron core, closely packed wires or plates varnished to 
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diminish the electrical contact between them. Laminated 
plates have a better " space factor " than wire in a cylin- 
drical core — in other worda, there is less space unoccupied 
by iron — ^and accordingly plates are used for nearly all 
large coils. Iron with very high resistivity is now avail- 
able, and so fairly thick plates can be employed. 

Frimary. 

The primary is usually wound in three layers, either as 
a simple winding, or in some form of adjustable winding 
to secure adaptability to prevailing conditions. There are 
in common use three different methods of winding primary 
coils which permit adjustment. In one, the connections 
are arranged so that each of the three layers can be put 
in series or parallel with its fellows ; in a second, a number 
of " tapping-off " wires permit connection to different ' 
parts of the primary circuit ; in a third, the primarj- ia 
wound with several wires " abreast," so that these multiple 
windings can be put either in parallel or series at will. 

A heavy-discharge coil has a primary stout enough to 
permit direct coupling to the electric hght supply of 100 
or 200 volts. Great care has to be paid to the insulation 
of the primary, owing to the induced e.m.f. from the 
secondary, of which all observers are well aware by reason 
of the shock which can be obtained from the primary of 
even a small coil in action. Nowadays, if a fault develops 
in a coil, it is usually in the primary rather than in the 
secondary ; the defect is probably due to nitric acid 
formed by brush-discharges induced by the secondary. 

Condenser. 

It was Fizeau, nearly a century ago, who, by the addition 
of a condenser, revolutionised the induction coil and ob- 
tained sparks of lengths hitherto unheard of. But Lord 
Rayleigh demonstrated some years ago that if the primary 
current is interrupted with sufficient rapidity — e.g. by 
severing a wire with a rifle bullet — it is possible to dis- 
pense altogether with the condenser without impairing the 
length of the spark from the coil. Owing to the increasing 
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use of Wehnelt and high-frequency mercury breaks, the 
condenser, once paramount in importance, has become in 
such cases unessential. With the older patterns of breaks 
the condenser is, of course, still important. Its functions 
are three in number : it performs each of them with incom- 
plete success.' 

(1) To increase the suddenness of the " break " and the 
slowness of the " make," and so to reduce the inverse 
current, 

(2) To suppress undue sparking and arcing at the inter- 
rupter. 

(3) To retard the formation of induced currents in the 
primary. 

It is important that the capacity of the condenser should 
be as nearly as possible adapted for the particular value 
of the inducftance of the primary as well as for the magni- 
tude and frequency of the primary current. If the capacity 
is too large or too small, the secondary wave of potential 
will be neither so large nor so sudden.* The capacity 
required depends also very considerably on the type of 
break — for instance, less capacity is required with a gaa 
break than with an oil break — and accordingly an adjust- 
able condenser should be used in the primary if a coil is 
required for a variety of purposes. But for coils restricted 
to X-ray work alone the invariable condenser is being 
increasingly fitted, on account of its simplicity. 

Condensers have improved out of all recognition during 
the last few years. With condensers of tin-foil and waxed- 
paper, this is chieflj' due to a better knowledge of the 
hygroscopic properties of parafUn wax and of the impor- 
tance of manipulating it by machinery rather than by hand. 

Primary Tube. 

Between the primary and secondary coils comes the 
primary tube ; this is made of ebonite, mieanite, or, less 

' See W. H. Wilson, P.R.S. Maroli 1912. 

' See Jones and Roberts (P.M. Nov. 191 J). In one instance, by reducing 
the capacity to one-fourth its value, the maximum potential was increased 
two and a half times. 
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commonly, porcelain. Ebonite haa the advauti^e of being 
readily machined and worked, but micanite, on account of 
its greater electric strength, is generally uned in large coik, 
though it is inconvenient mechanically. 

Secondaiy. 

It is in the methods of winding the secondary that the 
greatest improvements have been effected in the modem 
coil. 

Simple winding is never used, partly because of the 
dangerous strain on the insulation owing to contiguous 

Cetirra.1 
Ebonite Pi&Ce 

1^ r 1 

*— * Prima.ryTube 



layers being at very different potentials, and partly because 
one end of the wire finishes up at the innermost layer. An 
obvious way to avoid this, is to divide the secondary into 
two sections, wind each of them simply, mount them side 
by side, and connect the two innermost ends of the wires 
together at the adjacent faces (Fig. 27). This plan has 
several advantages. The electric strain on the primary tube 
is slight ; the tube may accordingly be very thin, so that 
the primary and secondary windings are close together, 
with a consequent gain in the efficiency and a diminution in 
the size and weight of the coil. The method is accordingly 
of speoifd value for smaller and portable coils. Owing to 
the electric stress between the outermost points of the 



Dig lizedoy Google 



adjacent faces of the two sections, the intermediate ebonite 
plate has to be made thick and protruding from the body 

of the coil (Fig. 28). 




For large coils (such as is shown in Fig 29), some form 
of sectional ■winding is used, m which a lai^e number of 




circular flat sections, a few wires thick, are threaded side 
by side on the primary tube and separated by partitions 
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of waxed or varimhed paper. In some cases, these uections 
are connected up in series by joining the innermost wire 
of the first section to the innermost of the second, the 
outermost ■wire of the second section to the outermost of 
the third, and so on (Fig. 30), as in the biseetional method ; 
in others, by joining the innermost wire of one section to 
the outermost of the next, and so on. Much ingenuity has 
been exercised in devising methods of winding.^ It may 
be noted that the method of sectional winding requires a 
thick primary tube. 

IT 



as. 



:;;.> 



of the aecondary of an iDiInction a 

Whatever the method of winding, the secondary coil, 
when complete, is immersed in hot paraffin wax in vacuo. 
It is highly important to exclude air bubbles from the wax 
and the method of vacuum-exhaustion is absolutely essential, 
if a break-down in the secondary is to be avoided. 

Some Points in Ooil Design. 

The chief objection to induction coils for X-ray work is 
the inverse current which all coils generate, chiefly at 
" make," but also to some extent at " break." The inverse 
current may be lessened 

(1) by making the number of turns in the primary as 
large as possible, 
i, paper by R. S. Wright (J.Rt.S. 1S13)— to which the writer is 
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(2) by reducing the magoetic leakage between the primary 
and secondary : this means paying attention to the 

The inverse current is augmented by irregular interruption, 
and care should therefore be taken to keep the break in 
good order. The inverse current also tends to increase if 
the X-ray bulb is softened. 

Sparking at the interrupter, with its attendant waste of 
enei^y, may be reduced 

(a) by increasing the self-induction of the primary, 

(5) by lowering the frequency of the interruptions, 

(1) and (a) are consonant, but they both imply a large 
■ secondary if the coil is to give long sparks. This is objec- 
tionable from the coil maker's point of view who, to obtain 
a heavy discharge, is very desirous of keeping down both 
the resistance and the number of turns in the secondary. 
It is, however, possible to obtain long sparks with a secondary 
of reasonable size, by increasing the rate of interruption. 
(6), however, requires a low-frequency break ; and, more- 
over, eddy-current losses become considerable with very 
high frequencies. 

If a heavy output is required from a coil, and the voltage 
available for the primary is only low, the self-induction of 
the primary should be kept down. This is inconsistent with 
but more important than (a). In such cases the output 
can often be materially improved by taking care that the 
leads from the battery to the coil are kept as short and 
straight as possible, the object being to diminish the self- 
induction in the circuit. 

The efficiency of even the best induction coils, considered 
as transformers, is not high — in the region of 50 to 70 per 
cent. It could, of course, be increfwed by using a com- 
pletely closed (ring) core instead of a straight one, and so 
diminishing the magnetic leakage. But the difficulty 
hitherto has been that, with a closed core, demagnetisation 
does not occur with the intermittent current which obtains 
in a coil discharge. The objection does not apply to true 
alternating current, in which there is a complete reversal, 
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and for which, of counse, closed-core transformers are 
always used. 

Enough has been said to indicate some of the problems 
which confront the coil designer. It is in reconeUing 
necessarily antagonistic factors to suit the main purpose 
of the coU that his skill fhids chief scope. 

The Wave-form of the Primair and Secondary OurrentB. 

The oscillograph • has been employed by a number of 
workers to investigate the shape of the waves of current 




Fia. 31. — OgciUagcnpb record ol a make RDd breah ot the primary cuneii 



and potential generated by a coil at each make and break 
of the interrupter. Fig. 31 shows a typical record (due to 
Salomonson, J.St.S. 1911) of a single make and break of 
the primary current in the case of a 13-inch coil giving a 
10-inch spark : a mercury-oil break was used. As soon as 
the circuit is completed, the current starts from zero and 
rapidly grows in strength until the moment at which the 
circuit is broken. The current then falls to zero in about 
1/1000 sec. In some cases, the curvature of the rising part 
of the curve is more marked than in Fig. 31. A close 
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iQgraph is eesentially A tow -resistance, moving- coil galve 
■ * — — - atid with a very ahort time of awing. 



D„tM,Google 



58 



X RAYS 



inaptjctioii will show that superposed on the main current 
are extremely rapid oscillations : these are produced hy 
the condenser. W. H. Wilson {P.B.S. 1912) noted that much 
longer sparks could be obtained from a coil when these 
high-frequency oscillations were pronounced in the primary 
current. • Fig. 32 illustrates them 
very well. The frequency of these 
rapid oscillations may reach many 
thousands a second. 

In regard to the secondary 
circuit, Duddell (JMt.8. 1908) 
found that the discharge con- 
sisted of isolat«d groups of 
strongly-damped impulses very 
abrupt and short-lived. The in- 
terval between successive groups 
of waves was relatively long 
compared with the actual dura- 
tion of each group, which latter 
was of the order of I/IOOO sec. 
Fig. 33 gives a general notion of 
the state of things that obtains 
with a medium vacuum in the 
X-ray bulb.^ The upper graph 
shows the current, the lower the 
potential. In the latter curve, 
the upper peak is the potential 
tending to send the current in 
the right direction through the 
tube : the smaller and broader 
inverted peak is due to the inverse 
potential, which in this case is conspicuous. The maximum 
direct potential is about 60,000 volts, the maximum inverse 
potential about 33,000 volts. The current curve is very 
similar to the potential curve : a small inverse current is 
detectable. 

In Fig. 34 a rectifying spark-gap is inserted in the circuit ; 

its ability to suppress the obnoxious inverse pulses is well 

^ A graph Bhowiug greater detail is a good deal more ooinplioated. 




Fia. 33.— Osdllograi* record of 
a ptiinary current ahowiiin auper- 
poeeii high-frequency ascUlatiouB. 
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displayed. The maximum direct potential now supplied to 
the bulb is 38,000 volts. Thus some 21,000 volts have been 




Fifl. 33. — Oscilloarnph record 



used up in the spark-gap ; and the illustration serves to 
point out the loss of energy that occurs in a spark-gap, and 



i_l_J 



Potential. 

;. 3S, but witli reaiFyioi 



the desirability of avoiding its use by not generating the 
inverse current at all, if that w 



High-tension Step-up Transixjrmebs. 
Aboilt 1908 the first high-tension transformer for X-ray 
work was introduced by Snook (Fig. 35), and since then 
transformers have been largely used in X-ray work, more 
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especially in instantaneous radiography. The machine is 
essentially nothing more than an oil-immersed istep-up trans- 
former, which is supplied with alternating current from an 
alternator. A rotating pole-changing switch rectifies the 
high potential alternating current from the secondary of the 




FlQ, 35.— PreB«nt dtBign o( Snook high-tensioD tjamtfarmer, 

transformer. To secure the perfect synchronism which is 
essential for rectification, the commutator is mounted on the 
same shaft as the alternator. The resuJting current is, of 
course, not uniform, but pulsating as in £ (Fig. 36) ; its 
amount can be varied at will from | to 100 milliamperes. 

The efficiency of the transformer, which is of the ring type, 
is considerably greater than that of an induction coil. The 
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chief objections to such transformers are the high cost and 
large size, the excessive noise, and the attention which 
moving machinery requires. On the other hand, they are 
capable of enormous output and easy control, there is little 
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e current, and no interrupter is needed. Recently, 
very considerable improvements in design and performance 
have been effected. 

It has been suggested that the sinusoidal current cur\'e of 
the high-tension transformer is not quite as efficient, from 
an X-ray stand-point, as the long steep peaks of an induction 
coil {see p. 59), and that they are relatively more destruc- 
tive to X-ray tubes ; and doubtless there is something to 
be said for this point of view. 

In one direction it would appear that simplification is 
possible in the use of step-up transformers for X-ray work. 
Instead of sending into the primary of the transformer a 
sinusoidal current, use an alternator specially designed to 
give a very unsymmetrical wave form consisting of an 
abrupt high peak on one side and an almost suppressed 
loop 1 on the other. The necessity for the commutator thus 
disappears. Boas described such an arrangement in 1911, 
and found it to work well in practice. 

Cabot has recently designed a high-potential rotary 
converter, in which by the commutation of a symmetrica] 
9-pha8e system, the voltage fluctuates no more than 1 to 
2 per cent. The maximum voltage attainable with the 
machine is 100,000 volts, and the output up to 15 kilowatt#i. 

' Merely Hufficient, in tact, to demagnetise the pore after each reversal 



Dig tizeeoy Google 



Breaks and Intereitptbrs. 
The Hammer Break. 

The hammer break (see p. 28), the accompaniment of 
moBt of the earlier coils, has been greatly improved recently. 
Attention has been paid to its period and its mechanical 
RtoutnesB. Some of the later types compare favourably in 
steadiness with any kind of interrupter, when only a light 
output is required, as with a soft X-ray tube.* But, on 
a heavy load, the hammer break is useless : it cannot carry 
the current without excessive sparking and disintegration 
of the platinum. This does not contribute to steadiness 
and economy of working. 

The frequency of a hammer break never reaches more 
than about 200 (per see.), and is usually much less : with a 
large coil it may be as low as 25 to 30. Accordingly a 
variety of other breaks have been introduced from time to 
time. These include the electrolytic interrupters, and the 
various kinds of motor-driven breaks which employ mercury. 

The Wehnelt Electrolytic Istenupter. 

Wehnelt in 189!), turning to account an earlier observa- 
tion of Violie in 1892, devised his 
interrupter, which now enjoys 
extensive popularity. It consists 
of two electrodes immersed in 
dilute sulphuric acid.^ The ca- 
thode is a large lead plate, the 
anode consists of one or more 
platinum points. The amount of 
the anode exposed to the liquid 
can be adjusted by means of s 
porcelain sleeve round each of the 
platinum points (Fig. 37). 

For eificient interruption, the 
current must lie between certain 

' The parallelism and flatness of the eontact-piecos should be seen to : 
a lliin piece of flat wood faced on both Hides with a fine grade of emery 
paper is iiHfful for passing betweon the platiiiura studs. 

' A density of 1 '2 is suitable. Some workers add a little CuSO^. 
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limits ; if it is too small (below about 10 amperes) mere 
ordinary electrolysis occurs, if too great (say 40 amperes 
or more) the polarisation increases to such an extent that 
the current almost ceases and the anode becomes white- 
hot, and hisses and disintegrates in the liquid. With a 
suitable current the anode is normally surrounded by a 
violet light, and the interruptions are of an explosive and 
almost deafening character — a very unpleasant feature of 
the break. ^ Electrolytic breaks will not work with voltages 
exceeding 80 to 120 volts ; they are capable of a larger 
output than any type of break, but the reverse current is 
considerable and the X-ray tubes suffer in consequence. 

Opinions are still very much divided as to the mode of 
action of the break : the usual explanation is that the inter- 
ruptions are brought about by the periodic sealing and 
unsealing of the anode by liberated bubbles of gas ; but 
this does not meet all the circumstances. There are many 
factors to take into account — the size of the anode point, 
the current, the concentration and temperature of the 
acid, the inductance and capacity in the circuit : all these 
affect the interruptions. Compton (P.R. 1910) showed that 
just as with the ordinary hammer break, the " break " is 
more sudden than the " make." 

The Wehnelt break usually requires a little humouring, 
and works rather better when the acid is warm, a state of 
things which soon results in practice ; indeed, for prolonged 
use, it is necessary for regular interruption to cool the acid, 
e.g. by means of a water-cooled worm of lead tubing. The 
interruptions are extremely rapid— as high as 1500 to 2000 
per sec. when a very small anode point is used : even with 
very large currents the frequency may reach 200. The 
frequency is increased (1) by diminishing the size of the 
anode point, (2) by raising the temperature of the acid, (3) 
by diminishing the self-induction in circuit. Some self- 
induction is, however, essential or there will be no inter- 
ruptions. A condeiMcr across an electrolytic break is not 
beneficial, and is, in fact, generally detrimental to the 
working of the break, which itself functions as a condenser. 
' Many makers now tit nilencors to the break. 
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The energy required is diminished by raising the tempera- 
ture and (slightly) by using stronger acid. It is found that 
to get the same spark-length, a 
more powerful coil is required with 
the Wehnelt than with any other 
break. An electrolytic break does 
not, in fact, conduce to the highest 
efficiencv in the working of a coU. 
In another form of electrolytic 
break both electrodes are of lead 
(Fig 38), but one is surrounded 
by a porcelain cylinder pierced 
with a number of small holes, at 
which the bubbles of gas are 
formed This type permits no 
control over the current,^ but the 
reverse current is said to be 
smaller This latter break is also 
suitable for alternating current in which case it may be 
noted that the frequency is always equal to the frequency 
of the supply current, and is not 
affected by any of the controllable 
t of the break. 




Merciu? Breaks. 

There are many ingenious forms 
of these breaks on the market, 
some of which are extensively used. 

They are invariably motor- 
driven. The early forms depended 
on the rapid dipping of a plunger 
into a trough of mercury ; in some 
of the later types a jet of mercury 
is pumped against a series of rapidly 
revolving metal vanes. To these 
and other types of breaks, the 
various makers' catalogues do full justice. Two varieties 
of mercury break are illustrated in Figs. 39 and 40. 
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In the earlier forms the revolving system was immersed 
in paraffin oil or methylated spirit. With either liquid, but 
especially with the oil, the mercury emulsifies in most 
breaks, and the cleaning is a frequent and a disagreeable 
operation, besides being 
rather wasteful of mer- 
cury, A notable exception 
is the Sanax break, which, 
by reason of its ingenious 
design and mode of action, 
avoids all these difficulties. 

Coal gas or hydrogen at 
1 or 2 atmospheres is 
generally used nowadays 
in mercury breaks : the 
break needs less cleaning, 
and is usually more reliable 
and economical than with 
a liquid dielectric. Salo- 
monson has shown {J.Rt.S. 
1911), by means of the 
oscillograph, that stronger 
and more abrupt quench 
ing of the spark is obtained 
with a gaseous dielectric 
than with a liquid in which 
a conducting charred track 
persists after each spark, 
required for a gas break than for an oil or spirit break. 

With most coils, these motor-driven breaks produce a 
heavier discharge current at the higher speeds. The 
mercury break is designed so that the current is " off " 
rather longer than " on " ; in this respect it is superior 
to the Wehnelt, in which the " on " period is equal to 
the " off," to the detriment of the demagnetisation of the 
core. 

Doubtless most workers would prefer a mercury break to 
any other kind for general use ; though for heavy instan- 
taneous work an electrolytic break is probably unequalled. 




Less condenser capacity 
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A mercury break penults greater control, however, and the 
good types are not subject to current and voltage limits of 
working, such as obtain with an electrolytic break. 

Rectifiers and Valve-tubes. 

The chief defect of the induction coil from the point of 
view of the X-ray worker is that it does not give unidirec- 
tional currents: the reverse current at "make" has a 
disastrous effect on the X-ray tube, and requires to be 
suppressed. 

For this purpose we may introduce into the circuit the 
simple point and plane spark-gap, which depends on the 
fact that the spark passes more readily when the point is 
positively charged than when it is negatively charged. The 
device is an old one, and is not always particularly efficient, 
more especially it the current is considerable. The greater 
the current which passes, the 
longer is the spark-gap required 
for rectification. For a current 
of about a milliampere, a spark- 
length of 1 cm. or more is suitable. 
X. ., .r. ,. ... „ . Duddell (J.Bt.S. 1908) showed 

Fid. tl.— The Duddell Bpark.gap. ^ ' 

that with a point anode and a 
given spark-length, a cup-shaped cathode will rectify a 
larger current than a plane, and a plane a larger current 
than a sphere. Duddell has accordingly designed a recti- 
fying spark-gap, in which the point electrode is surrounded 
by a hollow sphere, through which the point enters by means 
of a glass tube in a cork {Fig. 41). Correctly disposed, one 
rectifier in series with the X-ray tube and a second (reversed) 
in parallel with the tube, the arrangement is described as 
extremely efficient. 

For most purposes, especially when electrolytic breaks are 
used, the various valve-tubes are more efficient than spark- 
gaps. These consist of a large aluminium cathode, often 
spiral in form, mounted in an exhausted bulb : the anode 
is small, and is contained in a restricted side tube (see p. 33). 
The design is due to Villard : in Sir Oliver Lodge's modi- 
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fication (Fig. 42), the anode (of iron wire) is surrounded 
with a copper sheath, partly to prevent sputtering on the 
glass walls, and partly to increase the resistance of the tube 





Fia. 42.— Section of a Lodge 

for the reverse current (see p. 69), Owing to the use of a 
phosphorus method of completing the exhaustion, the Lodge 
valve is red in colour (see p. 225). The Lodge tube is said 
not to harden with use, but other types of valves should 
be fitted with some softening 
device, as they harden con- 
siderably with use and do 
not rectify well if the pressure 
becomes very low. A valve- 
tube is only efficient over a 
limited range of pressures. 

The Wehnelt valve-tube 
employs a hot-lime cathode 
such as is described on p. 8. _ 

Such a tube, in series with an 

X-ray bulb, will transmit, from the cathode to the anode, 
only the negative phase of the discharge from the coil. 
Miller's neat mica-disc valve should also be noticed. 

For heavy instantaneous work, a number of multiple 
valve-tubes (Fig. 43) are advisable, both in series and parallel 
with the X-ray bulb. 
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CHAPTER VI. 

THE HARDNESS OF AN X-RAY BULB. 

Factors controlling the Hardness of an Z-ra; Bnlb. 

The hardness of the X rays produced by a bulb is mainly 
dependent on the maximum potential difference between the 
eleetrodea. There are a number of ways of controlling this 
potential difference : 

(1) The most generally recognised method is by varying 
the degree of exhaustion of the bulb. The lower the pressure, 
the higher the voltage required and the harder the X rays. 
The range of effective pressures for producing X rays is very 
wide. It is, however, possible to make use of other methods 
which do not involve any change in the gas pressure. 

(2) By inserting a spark-gap or valve-tube (p. (56) in 
series with the bulb, the tube is hardened. With very soft 
bulbs, Winkelmann {A.d.P. 1900) states that the spark-gap 
should be placed between the cathode and the coil. At 
lower pressures, the position of the spark-gap is immaterial. 

{S) By employing Tesla or other currents of extremely 
high potential, the tube runs harder. Tesla currents are 
obtained by transforming up the secondary current from a 
coil by means of a special transformer immersed in oil, 

{*) By bringing the electrodes nearer together, the tube 
may be hardened (see p. 33). 

(5) By altering the nature of the gas in the tube. For 
the same pressure, a tube runs harder in hydrogen and still 
harder in carbon dioxide than in air. In other words, in 
order to generate X rays of equal hardness, a tube filled 
with air must run at a lower pressure than one containing 
hydrogen or carbon dioxide. 
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(6) By increasing the current density through the tube. 
Thia can be done : 

(a) By increasing the current in the primary of the coil. 

(A) By diminishing the size of the cathode. A tube with 
a fine wire cathode runs 
harder than one with a 
cathode of moderate size. 

(c) By diminishing the 
size of the tuhe. Winkel- 
mann in 1 900 experi- 
mented with various sizes 
of tubes, and found that 
with a tube 5 mms. in 

diameter, he could get I''io.44.— 'niBdi3eU«rgeia]iaraeiieilli.vwitlidraw- 

' * Init Uie fothotlB from B to .i. 

X rays at as high a 

pressure as 10 mms. of mercury with air as the residual gas. 
In the case of hydrogen and a tube 10 mms. in diameter, 
he obtained X rays at the remarkably high pressure of 30 
mms. of mercury. If the tube is made too narrow, the 
hardening effect is spoilt. 





{d) By diminishing the clearance between the cathode and 
the surrounding tube. It was pointed out on p. 31 that 
if the space round the cathode is restricted, the discharge 
passes with difficulty, so that if the cathode is withdrawn 
from the bulb into a side tube, the dischai^ hardens accord- 
ingly (Figs. 44 and 45). Precisely the same effect is obtained 
with a plane as with a concave cathode, and, indeed, with 
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a tube in which the cathode is so inclosed the curvature of 
the cathode need only be very slight. A tube with a mov- 
able cathode employing this principle was described by 
Campbell-Swinton in 1897 (Electrician) ; the tube is in the 
Bontgen Society's collection of X-ray tubes in the South 
Kensington Museum. Swinton also employed an alterna- 
tive device consisting of a glass sleeve, a part of which was 
narrowed to slide along the glass rod which supported the 
cathode (Fig. i6}. The 
remaining portion was 
widened so as to form a 
sheath round the cathode 
and project a varying dis- 
tance beyond it. Wehnelt 
(D.P.6.V. 1903) found 
that the arrangement 
allowed the alternative 
gap to be varied as much 
as eight times. Whid- 
dington (P.C.P.S. 1913) 
observed that, within 
limits, the distance the sheath projected beyond the cathode 
was proportional to the potential required to run the bulb. 

The hardening effect, as Goldstein remarked {D.P.G.V. 
1901), is due to the glass round the cathode becoming nega- 
tively charged owing to leakage from the cathode. The 
cathode rays accordingly retreat to the centre of the cathode, 
where they form a concentrated pencil. In this way, the 
current-density and effective resistance of the tube are 
increased, and the more markedly if the adjacent glass is 
coated with sputtered metal. 

This charging up of the glass is responsible for a well- 
known effect produced by touching the tube near the cathode 
while the discharge is passing. The glass under the finger 
becomes vividly fluorescent, and a bundle of cathode rays 
is deviated towards the hand. Maltezos {C.J?. 1897) showed 
that if the finger is replaced by the knob of a Leyden jar, 
the jar becomes positively charged, a clear indication of 
the negative electrification within that part of the tube (see 
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p. 32). It is possible to vary the hardness of a tube by 
putting patches of tin-foil on the outside in suitable 
places. 

In the case of the hardening sleeve referred to above, 
Whiddington has shown that the tendency of the sleeve is 
to slide back into the side tube owing to electrostatic repul- 
sion by the cathode ; and, further, that if part of the sleeve 
is cut away, the cathode rays are bent away from the portion 
which remains. It can readily be demonstrated that a 
metal tube, if slid over the cathode inside the glass, will 
harden the discharge just like a glass tube. In fact, the 
cathode may be removed altogether and the cylinder alone 
used in its place ; a sharply defined pencil of rays will still 
proceed out along the axis of the cylinder (see p. 35). 

The Progressive Hardening of an X-ray Bulb 
WITH Use. 

With a new discharge tube, the first effect of running the 
discharge is to cause an outburst of gas. The effect, which 
may peraist for some time, is due lai^ely to gas ejected from 
the cathode. Aluminium almost always contains large quan- 
tities of gas, chiefly carbon compounds. Such gas is more 
readily reabsorbed than air let into the tube. In an X-ray 
tube, the anticathode also gives out considerable amounts 
of gas : indeed, the method of bombardment by cathode 
rays is a most effective one for liberating the gas held by a 
metal. 

But, after some time, the gas-pressure becomes pro- 
gressively lower with continued running of the discharge. 
The cause of this has been a problem ever since the days 
of Pliieker (1858), and one to which a good deal of enquiry 
has been directed. The effect is undoubtedly not a simple 
one, and there appear to be several contributory causes. 
Formerly, the responsibility for the absorption was thrown 
largely on the metal electrodes, more particularly on the 
anode * ; and doubtless some such occlusion does take place, 
if only to a slight extent. 

^ See, for instance, Hodgson [P.Z. 1S12). 
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But Hill {F.P.S. 1912) haa recently shown that a marked 
absorption of gaa occurs even with electrodeless discharge, 
and it would seem that it ie to the glass walls of the 
tube we must look for the explanation. Campbell-Swinton 
{P.S.S. 1907 and 1908) concluded from his experiments 
that the gaa is actually driven into the glaas by the dis- 
chai^e. He found that when the glass was subsequently 
fused, such gaa (which proved to be chiefly hydrogen) segre- 
gated into small bubbles ^ whose depth below the surface 
did not exceed about 0015 mm. This thickness of glass 
is, as Swinton points out, the greatest that will transmit 
cathode rays to any appreciable extent. A propos of this, 
it may be remarked that the effect appeared to be inti- 
mately associated with the fluoreaeence-fat^ue which glass 
displays when subjected to prolonged bombardment by 
cathode rays (see p. 12). If the gas-permeated region of 
the glass is removed by grinding, the glass recovers its 
usual fluorescing ability. Hill (toe. eit.) found a similar 
absorption-fatigue ; and it would be interesting to test 
whether such removal of the fatigued surface promoted 
vigorous gas-abaorption on further running of the discharge. 

Hill agrees with Willows {P.M. 1901) in attributing the 
hardening of discharge tubes to chemical action between 
the gas and the glass. His experiments show that Jena 
glass gives the least absorption, lead glass coming next, 
while soda glass gives most of all. The greater stability 
of Jena glass is well known from its behaviour in other 
directions. Possibly fused silica or alkali-free glass would 
prove to be superior even to Jena glass. It would be 
interesting to subject an ordinary aoda glaas bulb to steam 
or boiling-water treatment before exhaustion, to see if the 
removal of the alkali affected the rate of hardening. 

Ramsay and Collie {N. 1912) discovered helium {and a 
trace of neon) along with hydrogen in the deeply stained 
glass of an old X-ray tube."^ This is suggestive, for hydrogen 

' The formation of bubbles in such oiroumstances was also notioed by 
Gouy (0.B. 1896) and Villard. 

' Sir J. J. Thomson {P.R.S. 1013) finds, however, that nearly (ill aub- 
stances when Bubjected to prolonged bombardment by cathode rays eniit 
hydrogen and helium. 
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and helium molecules have the highest speeds of all mole- 
cules. Under the electric discharge, these speeds may be 
increased a. thousandfold, e.g. the average velocity of positive 
pays of hydrogen is 2 x 10* cma./sec. (see p. 20), Gold- 
smith (P.R. July 1913) found that such high-speed mole- 
cules of hydrogen and helium can penetrate, for example, 
mica sheet from 0001 to 0006 mm. thick, though the slower 
air, argon, or COg molecules cannot. But molecules which 
could penetrate so great a distance as 0015 mm. of glass 
would have to be considerably faster. How fast, we may 
infer from the fact that a particles (helium atoms) from 
RaC have a range of 004 mm. in ^ass. Such particles 
have an initiid speed of about 2 x 10* cms. /sec., i.e. ten times 
the above velocity. It has, of course, neverbeen shown that 
sufficiently high instantaneous velocities are not possessed 
by individual hydrogen molecules in a dischai^e tube — one 
can only measure average velocities. But, in any case, 
it is obvious that any explanation such as this could only 
be a partial one ; it does not, for instance, explain the marked 
difference in the behaviour of different kinds of glass. 

The absorption may be due in part to chemical activity 
excited in the gas by the discharge, such as has recently 
been found by Strutt to be the case with nitrogen. It may 
be, too, that the action is stimulated by a species of electro- 
lysis of the glass produced by the high-tension discharge 
playing over its surface. It is well known that glass may 
be readily electrolysed by quite moderate potentials, if the 
temperature (rf the glass is raised, and it is a matter of 
experience that the discharge seems to have an ageing effect 
on the glass, to the detriment of subsequent working in the 
blowpipe. Such electrolysis might have a marked effect oji 
the gas film which glass and other solids can condense on 
their surfaces. Possibly in such circumstances the gas film 
is capable of taking up abnormal amounts of the residual gas 
in the bulb. 

The hardening of an X-ray tube is well known to be 
pronoimced with tubes whose walls have become blackened 
by metal sputtered from the electrodes (see p. 76). The 
finely divided metal behaves like spongy platinum in its 
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absorptive properties for ganes.' In most oasea this is 
probably the right explanation of the hardening. 

To Boften an Z-rar Tnbe. 

It was early discovered that the resktance of a tube eould 
be lowered by warming the bulb with a spirit lamp or gas 
burner, but the resultii^ benefit waa only temporary, and 
various " softening " methods have been devised from time 
to time. Many of these methods involve the heating of 
Home substance which has been inserted in the tube, e.g. 
sealing-wax, carbon, and red phosphorus have each been 
employed by various experimenters in the past : Sir William 
Crookes used caustic potash for this purpose as long ago as 
1879. 

In many X-ray bulbs, thitt occlusion method is arranged 

to work automatically. A small alternative discharge tube 

communicates with the 

„ „ , main bulb {Fig. 22). When 

Pr or fy Tube , . ■ ■ ■ 

^^^ the resistance increases 



3^. 



3^ 



beyond a certain degree, 
the discharge chooses the 
Fia.iT.-OMno^tjjbof^^admiuiDghyrtroeeD alternative path, and in 
so doing heats up some 
absorbent material such as asbestos, sheets of mica, or 
glasB-wool enclosed in the small tube (see Fig. 22). The 
consequent liberation of gas (largely COg and water vapour) 
lowers the resistance of the bulb, and the discharge 
resumes its proper path. But, in time, such substances 
"fatigue," having yielded all their available gas ; and the 
only course is to open up the tube and renew the material. 

The plan often employed nowadays for softening bulbs 
is the " Osmosis " method, originated by Prof. Villard of 
Paris in 1898, and discovered independently by Profs. 
Winkelmann and Straubel of Jena in 1899. A small platinum 
or palladium tube closed at one end is sealed into the bulb, 
the unclosed end being open to the bulb {Figs. 47 and 21). 

' Soddy and Mackenzie {F.R.8. 1907) showed that helium was abeorfaod 
by aluminium scattered from the cathode of a discbarge tube. In auoh 
a case the gas may be mechanioally trapped by a compact film of matal. 
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By applying a flame to tho. tube a small quantity of hydrogen 
diffuses through the hot metal, and the pressure of the bulb 
can be restored to the right amount. Palladium shows the 
effect so very markedly that care 
should be taken in the heating ; 
otherwise the result will be a bidb 
too soft for use. Indeed, this method 
should never be employed except 
when the discharge is running. 

The Bauer valTe (J.Rt.8. Jan. 1907) 
is a more recent contrivance for 
letting minute quantities of air into 
Rontgen bulbs. The valve (see 
Fig. 48) consists of a small unglazed 
porcelain disc, through the pores of 
which air can pass. Ordinarily the 
disc is sealed by mercury, but by 
means of a pneumatic piston the 
disc can be laid bare for a moment 
by pushing the mercury away (page 
80). 

To harden an X-ray Bulb. 

If by any mischance a bulb be- 
comes too soft for use, the only thing 
possible, apart from drtwtic re-exhausting, is to try and 
harden it by prolonged running with as lai^e a coil as can 
be got. Often it is beneficial to send this hardening dis- 
charge in the reverse direction, i.e. from cathode to anode, 
temporarily disconnecting the anticathode for the purpose. 
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CHAPTER VII. 

THE BLACKENING OF AN X-RAY BULB. 

With continued use, an X-ray bulb becomes blackened on 
its inner surface. Tbe blackening is mischievous from several 
points of view. Firstly, the deposit not only tends greatly 
to increase the resistance of the tube to the discharge, but 
accelerates the absorption of the residual gas ; secondly, 
the discharge is wont to spark irregularly ^ong the walb 
of the tube instead of through the gas ; and thirdly, the 
film of metal arrests the softest X rays. 

Two main causes are answerable for the blackening : 
{1) The disintegration or " sputtering " of the anticathode 
while acting as cathode during the inverse current ; and 
also of the cathode during the direct phase. 

(2) The volatilisation of the anticathode due to its high 
temperature under reduced pressure. 



Cathodic Sfuttbbing. 

Workers with discharge tubes have long been aware that 
when a high-potential current is passed through a vacuum 
tube provided with platinum electrodes, the glass adjacent 
to the cathode generally becomes coated with a mirror of 
platinum (Fig. 49). The anode, on the contrary, shows 
little or no such effect. This property of cathodic 
sputtering is common in greater or less degree to all 
metals. The effect was noticed in the very early days of 
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vacuum tubes : both Gleiasler and Plucker {1858) remarked 
on it. 

Thus, quite apart from the cathode rays and positive 
rays, there is a cathodic emission which consists of particles 
of disintegrated metal from the cathode. These particlest 
appear to be projected normally (at any rate, very approxi- 
mately) from the surface of the cathode, and to travel in^ 
straight lines. The streams of metal are negatively charged, 




ithodlc HpiLtt«rtng. (Prom the C, 



3' 



and it is found that they deposit more readily on surfaces 
which are positive with respect to the cathode. The 
positive electrification which the inner surface of an X-ray 
bulb usually possesses, is thus favourable to cathodic 
deposition. 

It does not appear that, in ordinary circumstances, the 
disintegration of the cathode plays any appreciable part in 
the passage of the current. Unhke the cathode rays, the 
sputtered particles require strong magnetic fields {2000 gauss 
and upwards) before any deviation of their path can bn 
detected. The inference would be, either that the particles 
are very fast moving or that they are relatively large aggre- 
gates of molecules ; the latter view is supported by other 
evidence. The lower the pressure in the tube and the 
higher the potential applied, the farther are the particles 
hurled. There is no deposition within the cathode dark- 
space. The sputtered metal does not appear to excite 
fluorescence when it strikes the glass walla of the tube. 

Cathodic disintegration is not a simple phenomenon, and 
the exact mechanism of the production of the sputtered 
particles is doubtfiil. It appears, however, to be coimected 
with the bombardment of the cathode by the positive 
rays, the pulverising properties of which we have already 
noticed {p. 20). 
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Experiment shows that the amount of metal shot from a 
cathode depends on 

(1) The nature of the metal of the cathode. 

(2) The temperature of the cathode. 

(3) The nature of the gas in the tube. 

(4) The current through the tube. 

(5) The tall of potential at the cathode. 



(1) The Metal of the Cathode. 

Sir WUliam Crookee (P.R.S. 1891) was the first to investi- 
gate systematically the relative sputtering of a number of 
metals under like conditions of discharge. The residual gas 
was air ; the pressure, that corresponding to a dark-space 
6 mms. thick (say -05 mm. Hg). A coil dischai^e was used, 
and in these circumstances the relative loBses of weight at 
ordinary temperatures resulted as follows : 

Table III. Cathodic Sputtering. 
(Palladium =100.) 



Palladium ■ 


100 


Copper - 


.17 


Gold - 






92 


Cadmium - 






31 


Silver ■ 






76 


Nickel 






10 


Lead - 






69 


Iridium 






10 


TiD . 






62 


Iron - 






5 


Brass - 






47 


Aluminium 









Platinum ■ 


40 


Magueaium 






The order of these metals must not be regarded as in- 
violable. It is affected to some extent by a change in the 
pressure of the gas (which may, for instance, put platinum 
above gold}, the nature of the gas, or the temperature of 
the cathode. Nevertheless, the sequence is of value to users 
of discharge tubes in general and of X-ray tubes in par- 
ticular. The reason for the invariable choice of aluminium ' 
for the cathode is as readily apparent as the need for sup- 
pressing the inverse current through a tube and so prevent- 
ing the platinum anticathode from officiating as cathode. It 



■ Qeissler noticed that aliu 



a did not aputt«r appreciably. 
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is not right, however, to assume that it is impossible to make 
aluminium sputter appreciably, as wiU be evident from a 
scrutiny of the cathode of an old X-ray bulb : a brown 
deposit may usually be found on the central area of the 
cathode as well as on the glass in the vicinity.^ 

Tantalum has also proved to be an excellent material for 
cathodes from the point of view of sputtering. I believe 
tungsten displays equally good properties. 

(2) The Temperature of the Cathode. 

Oookes showed that if the temperature of the cathode is 
raised appreciably, for instance by the passage of the dis- 
charge, the sputtering of many metals is markedly increased. 
The electrodes tend to get very hot if the tube is at all soft, 
as more current is then passed by the gas. The rise of 
temperature of the cathode is roughly proportional to the 
current. 

(3) The Nature of the Oas. 

The nature of the residual gas has a very marked effect 
both on the degree of sputtering that a metal exhibits and 
on the appearance of the deposit. Hydrogen, nitrogen, and 
carbon dioxide are in most eases unfavourable to the effect, 
while oxygen and especially the monatomic gases, mercury 
vapour, He, A, Ne, Kr, and Xe bring about pronounced 
disintegration of most metals. Helium shows the efieet 
least of all these gases, but argon is particularly potent, and 
metals so varied as Al, Ag, Cd, Pt, and Au are all excited 
to a maximum activity in this gas. Aluminium shows only 
feeble sputtering in hydrogen or nitrogen, and but little 
more in oxygen. Iron sputters a little in hydrogen ; silver 
and lead sputter markedly in this gas. 

Systematic work is needed to find the most suitable gas 
for an X-ray tube. Unless precautions to the contrary have 
been taken, the gas wiU probably consist largely of hydrogen 
and carbon dioxide liberated from the electrodes. Pt and 
especially Al (and Mg} emit large quantities of gas when 
used as cathodes. The point is also of importance in 
' See Kaye, P.P.8. Ap. 1913. 
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connection with the various methods of controlling the 
hardness of bulbs (p. 74). The automatic devices introduce 
chiefly carbon dioxide, and, in some cases, a iittle water 
vapour ; the osmosis valves, hydrogen ; the Bauer valve, 
air. So far as sputtering goes, hydrogen and carbon dioxide 
would appear to have advantages, though there is some 
diversity of opinion on the point. On the other hand, it 
may be remarked that a tube rendered unsteady by the 
hardening effect of hydrogen may often be caused to run 
smoothly by letting in a little air. 

(4) The Onirent throngb the Tnbe. 

The disintegration of a cathode increases with the current 
through the tube, apparently either as the first power or 
the square of the current. 

(5) The Fall of Potential at the Oathode. 

The volatilisation of the cathode is augmented by in- 
creasing the potential on the tube, and such control is 



\\ 








iX 
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^ 







O „„_ Hg. 0'5 I'O 1-5 2-0 

Pressure. 

FTO. so. — Bfilatlon hetween cathO(J[c BputteriiiB niiil prpMiire. 
(From the Chemitol World.) 

readily obtained by lowering the pressure of the gas. Sput- 
tering is much more pronounced at low pressures than at 
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high, though at the very low, pressures of an X-ray tube 
the dismtegration is not quite so marked as at rather higher 
pr^sures, when the tube runs more easily. Fig. 50 displays 
the relation between the pressure and cathodic disintegration 
of a number of metals. It is due to Granquist (1898). 

The potential that is appHed to an X-ray tube is not 
distributed evenly between the electrodes. The greater part 
is used up close to the cathode ; there is a gentle potential 
gradient in the space between the electrodes, and the 
remaining fall of potential occurs close to the anode. The 
amount of sputtering depends on the cathode -fall of 
potential, and this increases as the pressure of the gas 
is lowered. It appears to be essentia] that the potential 
fall at the cathode shall exceed a certain minimum value 
before the metal becomes ionised and disintegrated to 
any appreciable extent. Holbom and Austin {1904) found 
that this critical potential was about 500 volts for a number 
of metals. 

Volatilisation of the Anticathode. 

The high temperatures which anticathodes may attain in 
a focus tube are familiar enough, but the extent of the 
subhmation which most metals exhibit at temperatures well 
below their melting points may not have been brought home 
to many observers. A homely example of sublimation at 
low pressure is provided by the blackening which is a not 
unconunon feature of carbon and tungsten glow lamps. The 
subject has received attention at the hands of fi number of 
workers,* and it appears that the degree of volatilisation 
is affected by : 

(1) The nature of the metal. 

(2) The temperature of the metal. 

(3) The nature of the surrounding gas. 

(4) The pressure of the gas. 

The disintegration of metals increases rapidly as the tem- 
perature rises. Of the platinum metals, platinum, rhodium, 
and iridium all disintegrate less as the pressure is reduced, 
' See Kaye, Chemical IVarld, June 1913. 
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and there is evidence to show * that in these cases the 
volatilisation is not a simple process, hut is brought about 
by the formation of endothermie oxides more volatile than 
the metals themselves. It would seem that in order to 
reduce the sublimation of these metals to a minimum, the 
important thing is to ensure the absence of oxygen in the 
surrounding gas * — a wise precaution, indeed, with most 
metals, as almost all observers agree. Hydrogen and 
nitrogen do not in general favour disintegration. 

With palladium and most other metals, a reduction of 
pressure is favourable to volatilisation — as would be antici- 
pated in cases of true sublimation. 

Table IV.' gives, for a number of metals, data con- 
cerning the effect of pressure on the boiling point, as well 
as the temperatures at which appreciable vaporisation has 
been detected (mostly at low pressures). The correspond- 
ing melting points are added for the sake of comparison. 





BoiUn 


Point. 














HeltisE Point 




At 1 Atmos. 


In Vacuo. 


detectable «t 


at 1 Atmos. 


Oftdmium 


778° C. 


450" C 


160° C 


321" C. 


Zinc 




918 


550 


180 


419 


Lead 






1525 


11.W 


.t60 


327 


Silver 






1955 


1400 ? 


680 


961 


Copper 






2.S10 


1600? 


400 


1084 


Tin 






2270 


1700? 


360 


232 


Gold 






2530? 


1800? 


1370 


1064 


Iron 






2450 


-^ 


950 


15.10 






2500 T 


— 


1200 


1750 


Osmium 




_ 


— 


2300 


2200 


rridium . 




2600? 


— 


1400 


2290 


Tungsten 




3700? 


~ 


1800 


3000 



The table gives a notion of the extent to which volatili- 
sation occurs with metals, while still at temperatures well 



' See Roberfs, P.M. 1913. 

' Thia ia especially important in the ( 

» See Kaye and Ewen. P.R.8. 1913. 
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below their melting points. There is scope for a good deal 
of systematic work on the volatility of platinum, tungsten, 
iridium, etc., when heated at low pressures in different gases. 
The results would be of great practical value to the user of 
X-ray bulbs. It is known that tungsten, for example, when 
heated, readily disintegrates and becomes brittle in the 
presence of oxygen or moisture. Irving Langmuir^ has 
recently traced this to the formation of oxides. 

Ooloration of the GlasH of an X-ray Bulb with Use. 

The cathode rays "reflected" from the anticathode are 
responsible either directly or indirectly for the violet colour 
which the glass assumes in well used X-ray tubes. This 
coloration is most pronounced on the front side of the 
anticathode, and can be prevented by screening the glass 
with metal foil. Badium rays affect glass and quartz in 
the game way, though to a greater depth ; and cathode 
rays produce a similar colour in crystals of rocksalt or 
fluorspar. Possibly, therefore, the action is of the same 
nature in all these cases ; and may be the phenomenon is 
related to the violet permanganate coloration produced by 
ultra-violet light and sunlight in window glass. The violet 
colour is in all cases destroyed by heating. 

X-ray bulbs of lead glass become brown in colour rather 
than violet. Elster and Geitel (1898) have suggested that 
the various colorations are due to ultra-microseopic particles 
of reduced metal in the salt. 

'Proc Amtr. Inst. Elect. Eng Oct 1913. 
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CHAPTER VIIT. 

THE MEASUREMENT OF X RAYS. 

Tbe International Badium Standard. 

The general desire to have a standard by which the output 
of an X-ray tube could be measured in a manner free from 
the defects of the usual methods, led the Rontgen Society 
in 1909 to appoint a Committee (with Dr. W, Deane Butcher 
as secretary) to consider the question. This Committee 
decided to initiate standards of radioactivity. These de- 
pended on the y-ray activity of radium bromide and were 
prepared by Mr. C. E. S. Phillips. Largely owing to the 
efforts of Prof. Rutherford, the question was taken up by 
the Congresa of Radiology at Brussels in September 1910. 
An International Committee was formed with Prof. Ruther- 
ford as President ; in March 1912 the Committee met at 
Paris and adopted as an International Radium " Standard 
a specimen consisting of 2199 milligrammes of pure 
radium chloride which had been prepared by Mme. Curie. 
The radium is contained in a thin-walled glass tube, and 
use is made of the y-ray ionisation. The International 
Standard is preserved at the Bureau International at Sevres 
near Paris. Secondary standards are obtainable by the 
various nations who require them. 

The Britisli Radium Standard. 

The British Radium Standard, consisting of 2110 milli- 
grammes of pure radium chloride, has been certified in 
terms of the International Standard, and is now deposited 
at the National Physical Laboratory at Teddington. The 
radium salt is contained in a small glass tube, through 
which a platinum wire is inserted tfl dissipate accumulated 
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electric charges (Pig. 51), The standard serves an a means 
of standardising radioactive preparations as well as the 
energy output of X-ray bulbs. 

In this connection it may be recalled that the average 
7 rays of radium are something Uke thirty to forty times 
as penetrating to air as the X rays from a very hard bulb, 
while the ji rays are a trifle more absorbable than very 
soft X rays. 



Z^ 



Standardisation of Z-my Bulbs. > 

The difficulty of standardising the output of X-ray bulbs 
by means of such an ionisation standard is chiefly one of 
specifying and reproducing the working conditions of tlie 
bulbs. Possibly the various makers could be induced to 
work to standard dimensions, but few would assert that the 
design of an X-ray bulb has reached or even approached 
finality. Moreover, even if agreement in design were secured, 
the performance of a bulb is peculiarly susceptible to slight 
variations in the prevailing conditions (see p. 68), over 
some of which control is scarcely possible. It is a matter 
for urgent enquirj' to find means of holding a bulb to con- 
ditions which have been specified ; until then, the stand- 
ardisation of an X-ray bulb can only be regarded as an 
assessment of the output which prevailed at the moment 
of test. 

From a practical point of view, the output from an X-ray 
bulb has to be specified with respect to both intensity and 
hardness, i.e. quantity per imit area and quality. 

Methods of Measuring Intensity. 

The intensity of the X rays at a particular point is 

defined as the energy falling on one square centimetre of a 

' For a fuU accuuiit of the various methodic of measuring X rayy (more 
eapeoiaJly for mpdicnl purposes), seo Christen, Messung vnd Doneruny der 
ROnlgenalrahUn. 
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receiving surface iiassing through the point and placed 
at right angles to the rays. Rontgen was able to show, 
and the fact has been amply confirmed by later workers, 
that the intensity of a l>eam of X rays from a focus-bulb 
falls off as the inverse square of the distance from the 
anticathode. 

Oenflral Bemarks on Intensity Ue^iBurements. 

It may be noted that almost all the methods of intensity- 
measurement, as ordinarily practised, are unduly favourable 
to the soft rays when regarded from an energy standpoint. 
The ideal method of test would afford an exact comparison 
of the energy of a hard X ray with that of a soft ray ; 
but what almost always happens is that the hard rays are 
not wholly arrested by the testing instrument, and hence 
show up relatively badly. For instance, very hard X rays 
do not affect a photographic plate to the same extent as 
the softer rays ; and, again, soft rays have greater ionising 
power per centimetre than hard rays. In order to make a 
fair comparison between two bulbs, all the rays given out 
by both should be taken into account. The hard rays as 
well as the soft ones should be completely absorbed, in 
which case the measurements would give a fair estimate 
of the relative amounts of energy emitted from the bulbs. 

(1) Current through the X-ray Tnbe. 

A rough notion of the intensity of the X rays from a bulb 
may be obtained by measuring (with a milliammeter) the 
current passing through the tube, provided the potential 
difference is kept constant. This method, which is often 
employed, would be a more reliable guide if all the current 
were carried solely by the cathode rays, and if all the 
cathode rays gave birth to X rays. But this is un- 
doubtedly not the case,^ and, as Blythswood and Scobl© 
{J.Bt.S. 1907) showed, a knowledge of the current in the 

' Sir Oliver Lodge {PM. 1911) maintains, indeed, that the current is 
moatly conveyed by positive rays, though Sir J, J. Thomson (P.M. 1912) 
inclines to the opposing view that the greater part of the curront ia carried 
by the cathode particles. 
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secondary circuit does not afford an accurate measure of 
the intensity of the X rays. It is important, however, 
in a set of comparative observations to tceep the current 
in the primary constant, for an increase in the current 
through the primary not only augments the intensity of the 
rays, but hardens the tube and lengthens the alternative 
spark-gap. 

But, however constant the current in the primary is, it 
is difficiilt to estimate how any particular current-measurer 
will average up the peculiar pulsating current of a coil dis- 
chai^e (see p. 59), The interpretation to be put on the 
readings of the milliammeters ordinarily used for the pur- 
pose is dubious to a degree. Salomonson (J.Rt.S. 1912) has 
recently shown experimentally that both the form of the 
current and the frequency of the interruptions must be 
controlled in exact comparative measurements. To this end 
some form of electrostatic oscillograph would be useful. 

In usual practice, the methods for measuring intensity 
depend on one or other of the properties of the rays : heating, 
ionising, fluorescing, photographic, or chemical. 

(2) Thermal Methods of Measuring Intensity. 

The heat produced when X rays are completely absorbed 
by a metal was first measured by Dom in 1897. Angerer 
{A.d.P. 1907) and Bumetead {P.M. 1908) have shown that 
the same amount of heat is generated by a stream of X rays, 
no matter what the absorbing metal— a residt unfavourable 
to the view formerly held that it was possible to unlock the 
internal stores of atomic energy by such means. The ex- 
periments are difficult, for the heating effects are minute, 
and can only be detected by instruments as sensitive as the 
radiomicromet«r, bolometer, or radiometer. It will be seen 
that at present the method is only fitted for the research 
laboratory, and does not enter into the sphere of ordinary 
practice. 

(3) lonisation Methods of Uaasnring Intensity. 

The exact mechanism of ionisation is even now not fully 
comprehended, but the outcome is the formation of positively 
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and negatively electrified particles — iona — the presence of 
which imparts to the gas a conductivity that persists for 
some little time. The extent of the ionisation depends on 
the number of ions produced, and this is reflected in the 
degree of excellence with which the gas conducts. The 
generally accepted view of the formation of ions is that a 
negative nucleus (the electron) is broken off from the atom, 
leaving a positive nucleus ; each of these charged nuclei 
gathers round itself a cluster of gas molecules — sometimes 
in considerable numbers — and the resulting molecular aggre- 
gates constitute the gaseous ions, both positive and negative. 
At low pressures, the negative ion exists as the electron 
unencumbered by any attached molecules. 

An ionisation method of evaluating X rays thus resolves 
itself into the measurement of an electric current — an opera- 
tion which can be carried out with such delicacy eind con- 
venience that practically all recent workers have utilised 
this property of the rays. The ionised gas is subjected to 
an electric field which drives the two classes of ions — 
positive and negative — in opposite directions with velocities 
which depend on the strength of the field. The magnitude 
of the current generated by the motion of these charged 
particles depends to some extent on the potential difference 
of the surfaces between which the field is applied ; with 
small potentials^ the two are roughly proportional, just as 
in cases of metallic conduction ; but with higher potentials 
the current responds less and less to the potential, and finally 
reaches a constant value called the saturation cuirent (see 
Fig. 52). This is the current which should always be 
measured in practice, and care should accordingly be exer- 
cised that the potential difference applied to the surfaces 
is sufficient to give the saturation current The electric 
field necessary increases with the degree of ionisation, but 
for most cases likely to arise in X-ray work, 100 volts per 
cm. is adequate. 

The shape of the first part of the current-potential curve 
is explained by the liability of a charged particle to encounter 
and coalesce with another of opposite sign before reaching 
one of the bounding surfaces. But this tendency, which 
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militates, of course, against the growth of the current, will 
be lessened if the speed of the particles is increased by 
putting up the voltage between the surfaces. For the 
higher the speed, the shorter the time of passage, and the 
less likely are the chances of recombination. Finally, with 
the saturation voltage, all the ions reach the boundaries, and 
the number arriving exactly equEils the number produced in 
the same time by the X rays passing through the gas. This 
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is not the case with the lower voltages, and thus only from 
a knowledge of the saturation current can we infer the true 
degree of ionisation that the rays have produced. 

With still higher potentials, the current rapidly increases 
until the sparking point is reached. On this steep part of 
the curve, both positive and negative ions acquire sufficient 
speed to produce fresh ions by colliding with the atoms of 
the gas. Thus, by working with potentials just insufficient 
to cause the passage of a spark, the original ionisation may 
be greatly increased — a hundredfold or so. The plan has 
been adopted for the measurement of very feeble ionisations. 

Before adopting one or other of the various forms of 
ionisation chamber for any particidar purpose, it is necessary 
to decide what we wish to measure. If it is the total ionisa- 
tion that is desired, then we must arrange for the rays to 
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be completely absorbed in the gas of the chamber, if necessary 
by contriving a suitably long path, or by increasing the 
pressure of the gas, or, again, by choosing a sufficiently 
dense gas ^ ; the total ionisation, we have reason to believe, 
is the one measure of the energy in the rays and cannot be 
increased by reflection or any other device. If, on the 
other hand, we wish merely to ascertain the ionising power 
of a beam of rays at some particular point, then almost any 
form of ionisation chamber will suffice. 

One convenient design is shown in Fig. 53. A circular 
thin aluminium sheet is mounted midway between two 
similar sheets which are raised to 
f To Elechromerep a potential of a few hundred volts 
by a battery of cells. The central 
sheet is carefully insulated and 
joined to an electrometer. It is 
easy to calculate the electric field 
with this shape of vessel, a state- 
ment that does not apply to the 
very common design made up of 
a cylinder provided with an in- 
sulated wire electrode along the 
axis.^ In this latter form, the 
ToEiirrh field, which is very strong near 
the wire, falls off a great deal 
towards the surface of the cylinder ; 
the applied potential must be very 
considerable to ensure a saturating 
field throughout the chamber. 
Ionisation currents produced by X rays are usually of 
the order of 1 " ^'' to 1 " ^^ ampere ; the exact amount varies 
a great deal according to the circumstances. For the larger 
currents, it is sometimes possible to use a sensitive galvano- 
meter ^ ; but in general it is much more convenient to 

' E.g. eulphur dioxide or methyl iodide are very uaeful for the pitrpoae. 

' Sep, for insteince, the comparisou ioniaatiou ohantber in Fig. 71. 

' The most sensitive galvanoraet«ra yet introduced are the Paschen and 
the Einthuven. The former, with a low resistance and a short period, will 
readily indicate 10'*° ampere. See Caznb. SoL Inst. Co.'s list. 
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deduce the current from the change of potential as measured 
by means of a Polezalek quadrant electrometer or some 
form of gold-leaf electroscope. With an electrometer and 
a suitable condenser, currents from 10* to 10"^* ampere 
can be measured. For smaller currents — down to 10"^^ 
ampere — an electroscope is better. 

Of the electroscopes, the C. T. R. Wilson tilted variety ^ 
is convenient and sensitive, and possesses a small capacity. 
Some observers use electroscopes provided with aluminium 
windows, the X rays being sent directly into the electro- 
scope instead of into a separate chamber. The leaf in this 
case is charged to a high potential, and its rate of leak to 
the outer ease is measured. There are on the market 
several " direct reading " X-ray quantimetere of this type, 
which are convenient for comparative measurements but 
are not capable of accurate absolute work. AU the various 
instruments require to be calibrated, and their capacity (as 
well as that of the ionisation vessel) determined, before the 
currents can be deduced from the potential measurements. 

The French workers largely employ the late Prof. Curie's 
pi^zo-^lectriqne, in which the electricity generated by gradu- 
ally relieving the tension on a stretched quartz lamina is 
balanced against the ionisation current to be measured. 
The methrfd reqiiires considerable manipulative skill.* 

(4) Photographic and Fluorescence Hetiiods of Measuring Intensity. 
Practically all the earlier workers used photographic or 
fluorescence methods of measuring the intensity of their 
X rays, but nowadays these methods, at any rate for most 
purposes, have been displaced by ionisation methods. An 
ordinary photographic plate is incapable of arresting and 
recording the hardest kinds of X rays, and therefore, from 
an energy standpoint, the softer rays are given undue weight 
when a heterogeneous beam is used. We need, therefore, 
to exercise care in drawing conclusions from the density 
of the photographic image as to the intensity of the rays. 
Moreover, Barkla and Martyn {P.M. 1913) have shown that 
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if the X rays are just sufficiently hard to excite the 
radiations characteristic of silver or of bromine (the heaviest 
constituentB of a photographic film), they are selectively 
absorbed and the photographic effect is greatly enhanced. 
X rays a little softer than this do not excite the charac- 
teristic rays, and are, therefore, recorded disadvantageously. 
Thus the photographic action is not proportional to the 
direct absorption of the X rays by the sensitive film. 

As far as practical difficulties are concerned, it should be 
remarked that the emulsion on an ordinary plate may vary 
in thickness by as much an 10 per cent., through want of 
flatness of the glass baeking. This can be reduced to the 
order of 5 per cent, by the use of patent plate glass and the 
exercise of special care in the coating. The slower fine 
grained plates are to be preferred for more precise work, 
and, of course, one should adhere to some standard de- 
veloper and method of development. In regard to the 
sensitiveness of different plat«s to X rays, Blythswood 
and Scoble (J.Rt.S. 1906) showed that but little guidance 
can be obtained from the speeds for light. In some cases 
the divei^ence amounted to as much as four times. 

To the worker with limited resources the photographic 
method of measuring intensity offers advantages because of 
its simplicity. Some form of opacitr-meter for obtaining a 
measure of the density of the image is the chief requirement. 
The opacity meter measures the extent to which a standard 
beam of light is cut down by the photographic film whose 
density is required. If /q is the intensity of the testing 
light wliich is incident on the developed film, and /, that 
of the transmitted light, then, if \x is the fraction of the 
energy which is absorbed by a very small thickness, x,oi the 

where d is the thickness of the film ' (sec p. 100). The 
film is assumed equally dense throughout its tliickness. 

i'or films of uniform thickness, d is constant, so that 
X is proportional to log {Iq/I,). X is called the absoip- 

s difforent for 
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tion coefficient ; {Iq/I,) Ib known as the opacity,^ and equals 
the number of times the incident hght is cut down. 
Log {I Jit) is termed the opacity-logarithm. Now, by definition, 
X is proportional to the density of the image, i.e. to the 
amount of silver per unit area of film. Thus the ratio of 
two opacity-logarithms gives the ratio of the film densities, 
and therefore the ratio of the photographic energies in the 
two cases. The opacity meter is graduated to read directly 
in opacity-logarithms. 

In fluorescence meUioda the luminosity is matched against 
some standard fluorescence excited by a steady souree of 
radiation such as radium. The drawback to such methods 
is that the fluorescing salt becomes " tired " under the action 
of the rays. The sensitivity of a screen may also vary con- 
siderably from point to point, so that it is difficult to make 
a fair comparison. Barium platinoeyanide is the material 
commonly used to sensitise a fluorescent screen : recently, 
considerable improvements have been effected in the 
fluorescing abUity of the salt. 

(5) Methods of Measuring Intensity used in Medicine. 

In the therapeutic use of X rays, various chemical re- 
actions brought about hy the rays have been suggested 
and employed from time to time as aids to " dosage " ; 
for example, the discolouring of various alkaline salts (Holz- 
knecht, 1902) ; the liberation of iodine from a 2 per cent, 
solution of iodoform in chloroform ^ (Freund, 1904 ; Bor<lier 
and Galimard, 1906) ; the darkening of a photographic 
plate (Kienbock), see p. 92 ; the precipitation of calomel 
from a mixture of mercuric chloride and ammonium oxalate 
solutions ^ (Schwarz, 1907) ; and the change of colour of 
pastilles of compressed barium platinoeyanide {Sabouraud- 
Noir6 and Bordier). X rajm resemble light in their pro- 
perty of lowering the electrical resistance of selenium ; this 
property, if the pronounced fatiguing of the selenium could 
be overcome, would doubtless furnish tlie basis of a very 
convenient method of measurement. It must be admitted 
' The tratuparencj' is the reciprocal of the opacity, 
J X raj^ shore this property witli Re, rays and ultm-violet light. 



D„tM,Google 



94 X RAYS 

that mt^t of these methods, if not all, provide nothing more 
than the roughest notion of the intensity of a beam of 
ordinary heterogeneous X rayE. 

Of all the various intensity- measurers, the pastille finds 
most favour with medical men. The barium-platinocyanide 
discs are some 5 mms. in diameter, and their colour, initially 
a bright green, changes, when exposed to the rays, to a 
pale yellow, and finally to a deep orange. The pastille is 
placed at a specified distance from the anticathode of the 
bulb, and the colour is matched against one of a number 
of standard tints. The method is extremely easy in prac- 
tice, and is fairly reliable as a guide for short exposures, 
but it is not very trustworthy for times exceeding ten 
minutes or so. Possibly for long exposures, some of the 
other platinocyanides, all of which show similar colour 
changes when exposed to X rays, would be more reliable. 
The change of colour appears to be due to dehydration. 
If the pastille is put aside, rehydration subsequently takes 
place, especially in the presence of light, so that the pastille 
should not be exposed to full daylight during the X-ray 
treatment. Ultra-violet light and radium rays cause similar 
browning in such pastilles. 

The following table gives an idea of the relation between 
the different scales : 

5H units ^ (Holzknecht ; alkaline salt) 
=Tint B (Sabouraud-Noir6 ; pastille) 

=Tint 1 {Bordier ; varnished pastille) 

=- 3 to 41 (Bordier and Galimard ; iodine solution) 

= lOX units (Kienbock ; photographic plate) 
= 3-5Kaloms (Schwarz ; mercury solution) 
= Villard dose. 



Methods of Measurina Quality or Hardness. 

The range of qualities of X rays is very wide, as would 
be inferred from the fact that, while some rays are 
unable to penetrate more than a centimetre or two of air 
o set up the fimt aigna 
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at atmospheric pressure, others have been detected at dis- 
tances of 100 metres or more. 

The hardness of a bulb is mainly dependent on the 
maximum potential difference between the electrodes : an 
account of the various methods of controlling this potential 
is given on p. 68. It is suflicient to repeat here that 
the X rays from a bulb may be divided into two main 
classes : 

(1) the heterogeneous " general " or " independent " 
radiation which depends in quality solely on the speed of 
the parent cathode rays ; 

(2) the homogeneous "characteristic" or "monochro- 
matic " radiations which are characteristic of the metal of 
the anticathode (p. 112), 

The proportion of these two classes depends on the con- 
ditions of discharge, and on the metal of the anticathode. 
The general radiation is always present, and has a range of 
hardnesses which depends on the range of speeds of the 
cathode rays. The characteristic radiations only appear 
when the cathode rays are sufficiently fast ; their hardness 
depends only on the material of the anticathode. 

(1) Wave-length. 

We have good reason now for believing that X rays and 
light are identical, and that the hardness or penetrating 
power of an X ray is precisely defined by its wave-length : 
the shorter the wave-length, the harder the ray. The sub- 
ject is dealt with elsewhere (p. 186), but it has been shown 
by many observers that X rays are reflected by the invisible 
parallel planes of atoms in the interior of a crystal. From 
a knowledge of the distances separating the atoms, we can 
arrive at the wave-lengths of the X rays. If one compares 
corresponding radiations (i.e. in the same series) of different 
elements, it is seen that the heavier atom gives the shorter 
wave : Prof. Bragg has, in fact, shown that the wave-length 
is inversely proportional to the square of the atomic weight 
of the radiating element {see p. 200), W. L. Bragg {P.B.S. 
1913) has calculated the atomic distances in the case of 
rock-salt {p. 197), and the following wave-lengths for the 
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several characteristic radiations depend on his estimate. A 
more complete table will be found on p. 201. 

Table V, Wwb-lenoths of somr CHABAOTEaiaTio Radiations. 



Pifttinum. 


TangBUn. 


. Ehodlum. 


™. 


1-303x10-' era. 
M09 .. Istrong 
1091 .. SL radn. 
0-948 ., 

0-918 „ 


1-25x10-" cm, 
L radiation, 
{very Hoft). 


0-607 xlO-^cm. 

(strong). 
533xlO-"cni. 

(weak). 


l-6«x lO-Scm. 
K radiation, 
(very soft). 



Thus, it appears, we may regard the rays from an X-ray 
bulb as consisting of a mixture of homogeneous radiations 
characteristic of the metal of the anticathode, together with 
a " background " of " white " rays (in other words, the 
analogue of white light). It ie not yet settled whether 
these latter rays, which constitute the independent radia- 
tion referred to above, consist of a mixture of a number of 
charaeteriatie rays of different hardnesses, or whether they 
represent a perfectly continuous spectrum of rays. 

(2) Potential Diffetence between Electrodes. 

A measure of the hardness of a beam of X rays is afforded 
by the potential difference between the terminals of the 
generating tube. On this potential difference depends the 
velocity of the cathode rays ; and since both the quality 
and energy of an X ray arc related to the speed of the 
exciting cathode ray, it is important to be able to measure 
the potential with some precision. 

If E is the potential difference to which a cathode ray 
owes its velocity («), then the two are connected by the 
energy equation km .v^ =E . e 

where e and m are respectively the cliarge and the mass of 
the cathode ray. 

Taking e/ra= 1-77 < 10', E in volts and v in cms./sec., 
E=2-82j)^. 10-'« 
or v = 5Q5yjE . 10'. 
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A series of values of cathode-iay velocities and potentials 
up to 200,000 volts is tabulated on p. 233. 

The potential difference on a tube may be measured by 
a high- potential electrostatic voltmeter, of which there are 
now one or two excellent examples on the market. Or, 
failing this, the length of the alternative spark-gap may be 
noted. The hardness of the X rays is roughly proportional 
to the square-root of the spark-gap, at any rate for the 
same bulb. It does not, however, by any means follow 
that two bulbs having the same equivalent spark-gap will 
give out rays of the same quality : usually they will not. 



Table VI. Spabkino Potentiais, 
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Table VI. gives the approximate sparking voltages in air 
at atmoHpheiic pressure and room temperature. Too much 
reliance mu»t not be placed on the Bgurea, as the results 
of different experimenters do not agree well, probably owing 
to the difficulty of measuring the potential. The values for 
the needle-point electrodes are for alternating current of sine 
form, and are due to Steinmetz {Proc. Amer. Inst. Elec. Eng. 
18!t8). For alternating currents, the striking distance is 
most probably governed by the maximum voltage, which 
is accordingly given in the table rather than the effective 
{root-mean-square ) value [ =(max.)/l-42]. 

For ball electrodes, the most recent and reliable measure- 
ments of the maximum spark-potentiala for alternating 
current ^ come out about 5 per cent, smaller than those for 
direct current, the values for which are given in the remain- 
ing columns of the table.^ These latter resiilts refer to 
smooth polished metal balls of the same size. 

An inspection of the table shows that, in general, the 
spark passes more readily, the smaller the ball ; and that 
short spark-gaps require proportionately more potential 
than long. The measurements are taken in the absence 
of any visible brush-discharge, a condition essential for 
definite sparking. It is better in practice to use mode- 
rately lai^e balls than small, as with the latter, brush- 
dischai^e tends to occur, more especially at the negative pole : 
such glow is, of course, a prominent feature with needle- 
point electrodes. The needle-point spark-gap often supplied 
with induction coils, while it enhances the apparent capa- 
bilities of the coil, is not suitable for measuring purposes. 
If unequal-sized balls are used, the smaller electrode controls 
the spark-gap for moderate lengths of spark : the larger ball 
should be made the negative electrode. 

Trowbridge {P.M. 1898) found a spark -length of 200 cms. 
with a potential of 3,000,000 volts. With very long sparks, 
the shape of the electrodes {if of moderate siz^ is im- 
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material. For instance, with a potential of 240,000 volts, 
Jona obtained the same sparking distance (47 cms.), 
whether a point and plate or two balls {2 cms. diam.) 
were used. 

In the case of an X-ray tube, as the break-down voltt^e 
is higher than the running voltage, it is doubtful what 
precisely either voltmeter or spark-gap affords. With a 
pulsating current, we need to know the shape and abruptness 
of the potential curve, as well as the proportion of time 
between the impulses, before we can estimate the effective 
potential (see p. 59). It is probable, however, that, at any 
rate in the case of a hard tube, either instrument indicates 
a value not very far from the maximum potential (see p. 98), 
and that the bulk of the X rays are generated by cathode 
rays with a velocity which they owe to this maximum 
potential rather than to a mean potential (see p. 16). 

In the ease of the characteristic radiations, the quality 
can be defined rigorously in terms of the speed of the parent 
cathode rays. It is found that a certain minimum voltage 
on the tube is required to excite a particular radiation. 
There is thus a critical cathode-ray velocity for each char- 
acteristic X ray : slower cathode rays can only excite inde- 
pendent " rays " ; faster cathode rays are, within limits, 
increasingly effective generators of the characteristic rays, 
but with very high-speed rays the " independent " radiation 
is once again generated. 

The subject is dealt with later (p. 126), but it may here 
be mentioned that the critical cathode-ray speed is pro- 
portional to the atomic weight of the anticathode. Not 
only that, but the velocity of the secondary corpuscular rays, 
which such a radiation excites when it strikes matter, is 
equal to the velocity of the cathode rays which generated 
the radiation. 

(3) Al^oiptioiL CoefflcientB. 

The customary way of specifying the character of X rays 
is to measure their absorption in a slieet of aluminium of 
definite thickness. Aluminium is not an ideal standard of 
reference, but it is chosen because it is readily procurable 
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in convenient, form, and, so far as we know, does not, in 
the majority of cases, complicate matters unduly by super- 
posing a characteristic radiation. 

Now it is found that if all the raya both entering and 
leaving a plate of material are homogeneous (that is, wholly 
of the same quality), then the raya are absorbed exponentially 
by the plate, i.e. sueceaaive similar sheets of the material 
absorb equal fractions of what they receive. In other words, 
if there is no " scattering " or transformation of the X raya, 
and if \x is the fraction of the intensity which ia absorbed 
when the rays pass normally through a very thin screen of 
thickness x (cm.), then for a plate of thickness d (cms.), 

I -he-". :t'". ^i ''l'-y>" 
in which !„ is the intensity of the beam when it enters, and 
/ that of the beam when it leaves the screen. e{ =2-72) is 
the btise of the hyperbolic system of logarithms. X is termed 
the linear absoiption coefficient.* 

It follows that X =—- (log /^ -log/) ; the logarithms are 

to base 10. If in a set of observations with homogeneous 
rays, log / is plotted as ordinate against rf, the graph is a 
straight line and A is 23 times the slope of the line. 

The logarithmic curve of absorption for heterogeneous rays, 
such ai are given out by an ordinary X-ray bulb, is not a 
straight line, but a curve which is steeper for thin screens 
than for thick. The general shape is like the heavy curve 
in Fig. 63. 

A large value of \ corresponds to easily absorbed rays, 
and a small one to very penetrating rays, X also varies 
with the nature of the absorbing screen, so that it is necessary 
to specify the material used. For medical purposes, it 
has recently been suggested that water should be chosen as 
the standard absorbing medium, since the absorptive power 
of water agrees closely with that of animal tissue. 

It may be noticed that 1/X is the distance to which the 

I The prPcUi! pliyaical intPrpretAtioii of an exponential Ian of absorption 
in not eo simple as iM compact mid convenient matliematical expreasion 
would lead ono t» aiippoRO. 
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rays penetrate before their intensity is reduced to 1/e of 
the original amount. Some workers prefer to think in 
terms of the thickness, D, which reduces the intensity to 
half value. D is connected with X by the expression 
D = 069/A. It follows that, if after traversing 1 cm. of a 
substance, the intensity is reduced by one-half, X = 0-69 cm ■^. 
A notion of the order of valuea of X may be got from the 
fact that an X-ray beam of average hardness has a X in Al 
of about 10. X for fatty tissue varies from about 04 for 
hard rays to 0-7 for medium- rays. A table connecting 
IqH and Xrf is given on p. 232. 

A more fundamentally important constant is obtained by 
dividing the absorption eoefiicient (\) by the density {p) of 
the absorbing screen.' This quantity, \jp — usually called 
the masfi-abBorption coefficient — gives a measure of the absorp- 
tion per unit mass of the screen for a normally incident pencil 
of raya of unit cross section. Since it is mags alone that 
affects absorption, at any rate as determined by the usual 
methods of measiu^raent, it is more profitable to use mass- 
coefficients than linear-coefficients. 

If, as was at one time supposed, the absorbing powers of 
different materials were truly proportional to their densities, 
then for the same rays \lp would be a constant, no matter 
what the substance used as screen. In point of fact, dense 
substances are a good deal more absorptive, mass for mass, 
than light, and X/^ increases rapidly with the atomic weight 
of the screen.* The increase is more noticeable with hard 
rays than with soft (see also p. 132). 

Benoist [J.d.P. 1901) was the first to examine systemati- 
cally the absorption of a beam of ordinary heterogeneous 
X raya in various absorbing elements. For our purposes 
it is convenient to translate his results into quantities pro- 
portional to absorption coefficients ; and, when this is done, 

• For the standard material, aluminium, p = 2-7. 

'A ainular relation holds for the soft y raya from radium. For hard 
y rays, a density law holds, and \jp in constant, except for the heaviest 
metals, which are a little more absorbent; In other words, (heae very 
penetrating rays almost entirely ignore atomic structure. For hard y 
rays, Xjp = 04 for all absorbing substances with an atomic weight less 
than 100. 
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Fig. 54 ia the result. It will be noticed that \/p increases 
steadily with atomic weight both for hard and soft X rays, 
JFor example, with hard rays, lead is twenty-five, silver 
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eighteen, and copper eight times as absorbent as an equal 
mass of aluminium. 

There is a region of selective absorption round and about 
silver : the two beams of X rays, one hard, the other soft, 
are, moreover, absorbed almost equally by the sUver group 
of elements. The explanation of this, as will be seen later 
{p. 135), is bound up with the amount of secondary radiation 
that silver emits under ordinary conditions. 
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Absorption OoefficientB of Heterogeneous Bays. 

But it may be urged that although characteristic raya 
have a perfectly definite A, the X rays from a coil-driven 
bulb are so very far from being homogeneous that the 
absorption coefficients as above defined are not particularly 
useful in X-ray practice. However, it should be pointed 
out that considerable guidance can be obtained from a 
knowledge of even an average value of X, calculated though 
it may be, on loose assumptions. And, moreover, while it 
is true that the X rays from a bulb are in general very 
heterogeneous, they become less so as the spark-gap is 
increased.' The rays from a bulb with a spark-gap of some 
centimetres, which are transmitted by an aluminium screen 
2 mms. or more thick, are very fairly homogeneous. 

Eve and Day {P.M. 1912) have measured at various 
ranges (up to 100 metres) the absorption coefficients in air 
of the rays from X-ray bulbs of different degrees of hard- 
ness. Table VII. contains some of their results. 



Table VII. ABSoamoN Coefficients i 
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Eve and Day note that \ =0'0004 is a good value for 
radiographic work ; but rays whose A is 0-0003 are too 
penetrating for such a purpose. The above values may be 
compared with those of Chadwick {P.P.S. 1912) for the 
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Ra 7 rays when absorbed by air. His values of X for air 
are 0-000062 and 0-000059 cmr^ in the case of rays which 
have previously traversed 3 mms. and 10 mms. of lead 
respectively. 

The absorption coefficients for the variouK characteristic 
radiations are given on pp. 115 and 132. 

(4) The Benoist Penetrometer. 

Among medical men Benoist's radiochromometer or pene- 
trometer enjoys extensive use ae a measurer of hardness. 
It consists of a thin silver disc Oil mm. thick, surrounded 
by twelve numbered aluminium sectors from 1 to 12 mms. 
thick {Fig. 55}. The X rays are sent through the instru- 
ment, and the observations consist 
merely in matching on a fluo- 
rescent screen or photographic 
plate the image cast by the silver 
disc against the images of the 
aluminium plates ; the thickness 
of the matching sector increases 
with the hardness of the rays.^ 
Thus " Benoist 4 to 5 " is a 
good average hardness for cura- 
Fio. 55.— Hfnoiafspenettonieter. tive woik, whilc for general 
radiography No. 6 on Benoist's 
scale is useful. A notion of the discharge potential across 
a tube may be got from the very rough relation that the 
voltage is from 6,000 to 10,000 times the Benoist reading 
of the X rays. 

Salomonson, following the principle of the " light- wedges " 
employed in photometry, uses two aluminium wedges, the 
one sliding over the other. A plate of aluminium of variable 
thickness down to xhu mm. is thus obtainable, a match being 
made against a silver plate Oil mm. thick. Other hard- 
ness measurers by Wehnelt (who also uses an aluminium 

' BenoiBt{Ci{. 1902) based the theory of his instrument on the curvee dis- 
played in Fig. 54, which go to ahowthatwhile tlietransparenoy otaluimmum 
alters a good deal witli the quality of the X rays, silver is almost equally 
transparent to both hard and soft raya. As Table XI. shows, the asaump- 
tioa of a constant transparency for silver is by no means corr«ot. 
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wedge), Walter {a sequence of Pt discs), and Bauer (an 
electrostatic voltmeter) are in common use. The corre- 
sponding hardnesB-numliers are all much the same as 
Benoist's, except those of Wehnelt, which are 50 per cent, 
bigger for the same quality of rays. Christen has recently 
introduced a " half- value " meter, with wat«r as the ultimate 
standard of absorption. 

The " Energetics " of an X-ray Bulb. 

When a stream of cathode rays strikes an anticathode, 
the different rays suffer a variety of fates. By far the 
greater number merely fritter away their enei^y until it 
becomes too small to render them distinguishable : the 
heat generated at the anticathode is ample proof that the 
energy of the cathode rays is mostly dissipated into heat. 

The remaining cathode rays either suffer conversion into 
X rays or are "reflected " by the anticathode in all directions 
against the glass walls of the tube with velocities which may 
be anything up to the original speed of the cathode rays. 
There is good evidence for believing that a cathode ray can 
pass through many atoms without being in any way deflected, 
or trajisformed. The fate of the cathode ray is to some 
extent dependent on the material of the anticathode. The 
heavier the atom the more capable it is of swinging round 
a cathode ray which endeavours to pass it. Not only that, 
but the chances of the generation of X rays are also 
greater with the heavy atom. The density of the anti- 
cathode is of no consequence from this point of view ; it 
is only atomic weight which matters, for the cathode ray 
is never under the influence of more tlian one atom at a 
time. 

It «eems certain from Whiddington's experiments (p. 125) 
that X rays are not formed from cathode rays unless the 
speed of the latter exceeds a certain critical value — a value 
which increases with the atomic weight of the anticathode. 
It does not necessarily follow that even if it has the requisite 
speed, a cathode ray will ultimately come into suitable 
conflict with some atom and so generate an X ray. In 
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fact, the chances would appear to be against it, for the 
efficiency of the present methods of generation of X rays 
is very low : the X ray is merely a small bye-product in 
the energy transformations of a Rontgen tube. 

Wien, Angerer, and Carter {A.d.P. 1905 and 1906) have 
worked independently at the subject. They agree that the 
ratio of the energy of the X rays to that of the exciting 
(heterogeneous) cathode rays is of the order of tttVif ; Carter 
found that the efficiency increases with the hardness {is, in 
fact, proportional to the voltage on the tube), isjndependent 
of the current, but increases with the atomic weight of the 
anticathode. This value of the efficiency is not inconsist«nt 
with the estimate of Eve and Day (P.M. 1912), who remark 
that, of the energy supplied to an ordinary X-ray bulb, not 
more than about I in 20,000 is contained in the X rays as 
measured by their ionising ability. 

The efficiency of a soft bulb is probably even less than 
this, for more energy is converted into heat with low-speed 
cathode rays. 

Beatty's Experiments. 

Beatty {P.R.S. Nov. 1913) has recently evaluated the 
energy of X rays in terms of the velocity of the parent 
cathode rays and of the atomic weight of the anticathode. 
Homogeneous rays of known velocity were sifted from a 
cathode stream by a magnetic-spectrum method, and fell 
upon one of a number of anticathodes affixed to a sliding 
tray. The X rays so produced passed through a sheet of 
Al foil 00002 cm. thick, and were completely absorbed in 
an ionisation chamber consisting of a cylinder over a metre 
long filled with the vapour of methyl iodide. The resulting 
(total) ionisation was taken as measuring the energy of 
the X rays. The ionisation current was balanced against 
a fraction taken from the primary cathode-ray current by 
a variable shunt, so that a null deflection was obtained in 
the electroscope (see p. 128). Thus reliable readings could 
be obtained even when the cathode-ray current was very 
irregular. 

The ionisation which the cathode rays would have pro- 
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diiced in methyl iodide vapour was deduced from the work 
of Glasson {p. 12) and Whiddington (p. 10) on the passage 
of cathode rays in air. 

The result finally established by Beatty was 

^= 2-54 X 10-^^/32, 

where £j= energy of the X rays, 

E(, = energy of the parent cathode rays, 
A = atomic weight of anticathode, 
;8= velocity of the cathode rays expressed as a 
fraction of the velocity of light (i.e. 
3 X 10" cms. /sec). 
Thus, for an anticathode of platinum (with an atomic 
weight of 195) and a bulb of medium hardness, with cathode 
raya of speed, say 7'5 x 10^ cms. /sec, -aijs of the cathode- 
ray energy reappears as X rays. With slower cathode rays, 
or an anticathode of lower atomic weight, the fraction would 
be smaller. 

These results refer only to the " independent " or primary 
X raya (p. 127), When characteristic rays are excited, their 
effects have to be added to those given by the above formula. 
A formula comprising both classes of radiation has not yet 
been obtained. 
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CHAPTER IX. 

SECONDAKY RAYS. 

When X ray« strike a substance, three ulassee of radiation 
are given off in general : scattered X rays, characteristic 
X rays, and corpuscular rays. Of these, the first two are 
X rays, the third negatively charged electrons. 

The proportions of the three classes depend both on the 
substance and on the quality of the primary rays. With 
materials of low atomic weight, by far the greater proportion 
of the X rays, if of a penetrating type, is merely scattered. 
With the elements of the chromium-zinc group, most of 
the emitted radiation is characteristic. The heavy elements 
give off both scattered and eharaeteriatic rays. As to the 
corpubcular radiation, there is in general a more copious 
emission, mass for mass, from the elements of high atomic 
weight. 

We may consider in some detail each of these secondary 
radiations. 

Scattered X Rays. 

AJI substances, when exposed to a beam of X rays, them- 
selves give out X rays, some of which are identical with the 
primary rays in quality, and can, in fact, be conveniently 
regarded as so many unchanged primary rays which have 
been merely "scattered" or deviated in direction by the sub- 
stance. Such scattered radiation may be readily perceived 
experimentally by exposing a body of low density to X rays 
and viewing it with a fluorescent screen which is itself 
shielded from the direct action of the rays from the bulb. 
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Scattering produced by Different Elements. 

Scattering occurs at all depths, and increases in amount 
with ttie thickness traversed by the rays. 

The elements of low atomic weight (up to sulphur) scatter 
very much the same, mass for mass; but the heavier elements 
scatter proportionally more than the light elements, though, 
owing to the greater absorbing power of the denser elements, 
it may happen that less of the scattered radiation actually 
escapes. With elements of quite low atomic weight, such 
as carbon, by far the greater proportion of the emei^ing rays 
is merely scattered radiation, more especially if the primary 
rays are of a penetrating type. The scattered radiation 
from aluminium is a good deal less in amount than that 
from vegetable or animal matter, in which cases it may 
amount to 90 per cent, or more. 

With the copper group of elements, the scattered radiation 
is so small in amount (sometimes less than -^i^ of the total 
radiation) that it is, for most purposes, negligible. 

Barkla has introduced a coefficient of scattering, s, which 
is defined similarly to the absorption coefficient \ (p. 100). 
For an absorbing screen of low atomic weight, s is pro- 
portional to the density, p, of the scattering substance ; and 
the mass-scattering coefficient, s/p, lias a constant value of 
0"2, according to Barkla, no matter what the quality of the 
X rays. Crowther {P. U.S. 1912) has found, however, that 
the scattering coefficient increases considerably with the 
atomic weight^; and that while, for example, s/p (as deter- 
mined by him) is 0' 27 for filter paper and 0-28 for aluminium, 
it increases to 9 for copper and nickel, and 1'5 for tin. 

s/\, the fraction of the absorption coefficient due to 
scattering, becomes important when hard rays are sent 
through light elements. In those instances where scattering 
accompanies absorption, it is necessary to subtract the 
scattering term from the total absorption to obtain the true 
absorption. For example, in the case of the absorption 
of a homogeneous radiation, the apparent X/p hai to be 
amended to (A -s)/p to give the true mass- absorption 
coefficient. 
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Diatarilnition of Buttered X Bays. 

The scattered X rays are distributed in all directions, 
though not uniformly ; more are to be found in the back- 
ward and forward directions of the original beam than at 
right angles. 

Barklft and Ayrea (P.M. 1911) and Owen (P.C.P.8. 1911) 
have experimentally verified, over a considerable angular 
range, the approximate truth of 
the distribution formula derived 
from Sir J. J, Thomson's theory 
of scattering : 

/,=/,^{l+coB*e), 

A^tBd where Ig is the intensity of the 
scattered radiation along the direc- 
tion angle to the primary beam. 
Thus the " fore and aft " intensity 
is roughly twice that at right 
>rimar.>Ki angleR. Experiment shows, how- 
ever, that the expression is inade- 
f^l^^ quate for small values of 6 — the 
calculated values are too small — 
and that, moreover, the forward intensity always exceeds 
the backward, sometimes largely. Fig. 56 shows the distri- 
bution obtained by Orowther {P. U.S. 1912) in the case of an 
aluminium plate. 

The scattering of X rays bears a strong resemblance to 
the scattering of light by fog (see p. 207). 

Polarisation of Scattered Z Bays. 

In 1905, Barkla (P.T.) found that the scattered X rays 
from a plate bombarded by primary X rays do not distribute 
themselves quite uniformly in a plane at right angles to 
the line of flight of the primary rays, but tend to congregate 
in one particular plane passing through the line of flight of 
the primary rays. This plane of maximum intensity is at 
right angles to the path of the cathode rays in the generating 
X-ray tube. The intensity of the scattered rays falls off 
on either side of this plane, and reaches a minimum in a 
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perpendicular plane {see Fig. 57). Thus, if X rays were 
visible, an observer, looking along the beam of primary 
X rays at the plate, would notice that the scattered rays 
would be brighter in two opposite quadrants than in the 
intervening quadrants. 

The distribution of the scattered rays thus reveals a 
peculiarity in the primary rays ; evidently they also pre- 
dominate in one plane, and hence may be said to be polarised. 
If the scattered rays themselves are allowed to fall on a 
second radiator, the asymmetry or " polarisation " is more 
complete in the resulting twice-scattered rays. 
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Fio. 57.— To explain polnriiuitloii of X rnya. 

Prof. Barkla measured his rays by an ionisation method. 
His results have been confirmed and extended by Haga 
{Ad.P. 1907), Bassler {A.d.P. 1909), Herweg {A.d.P. 1909), 
and Vegard (P.R.8. 1910), some of whom employed photo- 
graphic methods. 

In experimental work, it is convenient to use radiators 
which do not possess a marked characteristic radiation. 
The characteristic radiations from materials of very low or 
very high atomic weight are either very soft or absent 
altogether; and so carbon, paraffin wax, aluminium, lead, 
and metals of the platinum group are ordinarily to be 
preferred to metals of the chromium-zinc group, which 
possess pronounced characteristic radiations. The charac- 
teristic radiations are not polarisedj at least not to any 
appreciable extent, and their presence only serves to mask 
the results. 

The polarisation in the case of carbon or wax amounts 
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to about 10 per cent., i.e. the maximum intensity is about 
'nV times the minimum. By filtering out the soft rays from 
the primary beam by the use of a suitable screen, the polari- 
sation can be doubled. Hardening the primary X-ray tube, 
however, apparently diminishes the effect. 

Ham {P.R. 1910) has also proved that primary X rays 
are polarised, by direct measurement of the intensity in 
different directions from an X-ray bulb. He found that 
the intensity reaches a maximum in a plane through the 
anticathode at right angles to the cathode stream. The 
intensity decreases symmetrically on either side of the 
maximum. Ham used a lead anticathode, and Miller {P.B. 
1911) confirmed his results with a silver tai^et. (Cf. p. 45.) 

Characteristic or "Monochromatic" X Rays. 

The discovery by Barkla and Sadler in 1908 {P.M.) of 
the various characteristic radiations ranks as of the first 
importance. From an experimental point of view, the 
simplification brought about by the use of these radiations 
can hardly be overestimated. An ordinary X-ray tube 
generate.^ a mixture of rays of many qualities, and the 
interpretation of the results obtained with such hetero- 
geneous rays is correspondingly difficult. But by allowing 
X rays to fall on different metals^ — copper, silver, iron, 
platinum, etc. — characteristic X rays of uniform quality are 
given off which comprise a wide range of qualities. The 
quality of each of these radiations depends on the metal 
alone, and not at all on the exciting X rays. The only 
proviso is that the exciting rays shall be harder than the 
characteristic radiation : if the primary rays are too soft, 
no characteristic radiation is generated. 

When precautions are taken to eliminate the effects 
of the scattered and corpuscular rays, it is found that all 
the characteristic radiations are homogeneous and , unlike the 
scattered radiation, are uniformly distributed round the 
radiator. The penetrating power of a characteristic radia- 
tion increases with the atomic weight of the element from 
^ Sve, fur example, Fig. liO. 
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which it is emitted, so that the characteristic radiation of 
any atom can excite the corresponding radiation of a lighter 
atom, but not that of a heavier atom. 

K and L Series of Kadiations. 

Experiment has shown that some elements give out at 
least two characteristic radiations under suitable conditions. 




I Sb B«,|5o 200 P'''^ 

flromic Weigh'' of Mel-A.! emi^^ing R&diii.fion 

Fig. 68.— BelatloD between niAsa-absorptloii uoemtlea t (in Al) o( a cliaruc'^riatir 
railiatiOD and atomic weight o( metaL emitting radiation. Tlie chHrnrterlstlc 
7 rays ace included (see p, 118). 

Barkla has called these two types, series K and series L 
fluorescent radiations. For each metal, the K radiation is 
something like 300 times more penetrating than the L radia- 
tion. Both radiations become harder as the atomic weight 
of the radiator increases. With bodies of high atomic 
weight, the rays from an ordinary X-ray tube can only 
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excite the soft characteristic radiation L. From other 
substances, radiation K alone has been detected ; and from 
many light elements, neither radiation, up to the present. 
There is reason to believe, however, that ail the elements 
give off both radiations, as well as other types not yet 
investigated. 

At the moment, series L Rontgen radiations have been 
got from the elements silver to uranium, comprising 
■atomic weights from 108 to 239, It may here be remarked 
that if it is safe to extrapolate the Chapman formula 
(p. 116), it follows that no element with an atomic weight 
less than 48 can have an L radiation. Series K Rontgen 
radiations have been obtained over a range of elements 
from chromium to cerium (atomic weights 52 to 140), 
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Owen's 6th-powet Law connectiiig Quality of CbiumiteriBtic 
Radiation with Atomic Weight of Emitting Hetal. 
In Table VIII. are given the qualities of the various 
characteristic radiations expressed as mass-absorption 
coefficients in aluminium, together with the thickness 
of aluminium required to halve their intensity. Fig, 58 
displays graphiciklly the relation between the quality of the 
radiation and the atomic weight of the emitting metal. 



X is defined by/ =7oe"*^(8ee p. 100) ; /)ie the density of aluminium 
(2-7) J d//3 is the thickneas of alununiuin required to reduce the 
radiation by one^half, and is calculated from the formula d =—7-; — , 

which is derived from the above. The corresponding thickness of 
animal tissue (or of water) is about ten times that of Al, The values 
of K/p are due chiefly to Barkia, Sadler, Nicol, and Chapman. 





*/(» in Al. 


",. 


Bteme t 


Vp Id Al. 






emitting 






*SI" 








chsrsctwlBtli: 














leri™*- 


*"<"'• 


S,rie.K. 


""""■ 




El,rl«i:.S,H«/, 


B.H«A 


Swlni. 




™.pn. 




..,„. 


~',~ 




„„„„,l^„,,„„. 


~^.~ 


^Z' 


C (12) 










Rh (103) 








Na (23) 






1 


Pd (107) 








m (24) 








Ag (108) 


2'5 1700 


0103 


0.00037 


Al (27) 


580 




<iono44 


Cd (112) 








ai (28) 






Sn (110) 








P (31) 








Sb (120) 








8 (33) 








I (127) 








CI (35) 








Te (12B) 








K (39) 








Ba (137) 


0-8 334 


0-32 


000115 


C» ■ (M) 


435 






Ce (140) 


0-6 


0-43 




•n (*8) 








Ta (181) 








V (SI) 
















Cr (52) 


13B 




O-OOIO 


Ob (101) 








Hd (66) 






O'ODze 1 


Ir (103) 








Fb (5«) 










Pt (105) 








Co (50) 




i 






Au (107) 


216 




ooiin 


Ni (50) 








0-0043 


Hg (200) 








Cu (M) 


47 






00054 ; 


Tl (204) 








Zn (0.5) 


80 


4 




00065 


Pb (207) 


17-4 






An (7B) 


22 


6 




(10114 


Bi (208) 








H« (70) 


18 








RaB (214)' 








Br (80) 










RoC (214)1 








Rh (85) 




9 






lo (230)1 








St (88) 





4 






Th (2.12) 






OTOi 


Zr (81) 








U (238) 






0034 


U» (06) 






0053 










Rii (102) 






, 






__— 





D„tM,Google 



no X RAYS 

The general resemblance between the K and L curves 
will be remarked. If the logarithms of both coordinates 
of Fig. 58 are plotted, the result is two straight lines 
(Fig. 59), the slope of which indicates that the pene- 
trability is roughly proportional to the 5th power of the 
atomic weight of the radiator. Thia result was first estab- 
lished by E, A, Owen (P.R.S. 1912} * from his experiments 
on the absorption of characteristic rays in light gases (see 
p. 136). If similar logarithmic curves were plotted for any 
other absorber than aluminium, the resulting straight lines 
would be parallel to the aluminium lines, except in the 
regions of selective absorption (see p. 129). 

Whatever the physical significance of Owen's remarkable 
relation may prove to be, there is no doubt as to ite utility 
in inferring the absorption coefficient-e of radiations a« yet 
undiscovered. 

Bfllation between K and L Series. 

The characteristic radiations obviously correspond to the 
lines in an optical spectrum ; and the well-known series 
relations between the wave-lengths of associated spectral 
lines suggested the probability of some such relation between 
the hard (K) and soft (L) series of X radiations. Whidding- 
ton {N. 1911) was able to derive a simple empirical relation 
connecting the penetrating powers of the two radiations 
with the atomic weight. If an element of atomic weight 
Aj_ possesses a soft (L) radiation of a certain hardness, then 
the atomicweight {A^) of the particular element whose K 
radiation is of the same hardness, is given by 

A^=UAj^-m). 

Chapman {P.R.8. 1912), having investigated the L radia- 
tions from the metals of high atomic weight, derived the 
expression ^^ = J(^j, -48), 

which fits in more closely with the observed results. 

As an example of the application of this formula, bismuth 

with an atomic weight of 21)8 is fonnd to liave a soft radiation 

' See alao Kaufmaiin-(P. Z. 191?]. 
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which is of the same penetrating power as the hard radiation 
from bromine (with an atomic weight of 80[ =^(2U« -48)]). 

CharacteriBtic Radiations from the Heavy Elements. 

With elements of high atomic weight, the scattered radia- 
tion may be so excessive as to mask or even swamp the 
characteristic radiation. 
investigation of the char- 
acteristic rays of the 
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heavy metals (from tung- 
sten and platinum to 
uranium), attacked the 
difficulty by choosing an 
exceedingly penetrating 
beam of X rays, so that 
the scattered radiation 
was very much harder 
than the characteristic 
radiation. The hetero- 
geneous mixture of char- 
acteristic radiation and 
tlie superposed scattered 
radiation was examined 
in the usual way by a 
series of aluminium ab- 
sorption-screens of in- 
creasing thickness, the 

result being gradually to remove the characteristic radiation. 
Ultimately, the residual rays consisted almost wholly of 
scattered, radiation ; its amount was thus revealed, and 
could be applied as a correction to the earlier observations 
with the thinner screens. In this way, the absorption 
curve of the characteristic radiation was ascertained ; it 
revealed the homogeneity common to all such radiations. 
Chapman (whose apparatus is shown in Fig. 60) worked 
with very thin radiators, and by so doing minimised the 
scattered radiation. For the homogeneous radiation, being 
soft, emei^es only from a small depth : if this thickness is 
exceeded the result is merely to increase the proportion of 
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scattered radiation which is able to emei^ from deeper 
layers. 

Radiations other than K and L. 

It has long been suspected that the K and L radiations 
are not, by any means, the only homogeneous radiations 
that an element can emit ; and recently, evidence of the 
truth of this has been forthcoming. Bragg (P.R.8. 1913), 
in the courae of his crystal- reflection experiments (see 
p. 189), has shown that, for instance, platinum gives out 
at least three homogeneous components, having \jp in 
aluminium equal to 35'5, 237, and (approx.) 11 respectively. 
Moseley and Darwin (P.M. 1913) similarly found for 
platinum, values 34, 22, 19, and 16, as well as a fifth 
weaker component. The second of these tallies with the L 
radiation (\/p = 22-2) from platinum. 

In more recent work (pp. 198-201) Moseley and Bragg have 
obtained similar results for a variety of metals ; and Laub 
(P.Z. Oct. 1913) has described experiments dealing with 
what he calls the " / " radiations, of which X/jo^ in the case 
of the iron radiation is 439, copper 23-8, and zinc 18'fi. 

Characteristic y Radiations ttom Radioactive ElemeutB. 

Rutherford has recently brought forward evidence that 
the many and various groups of homogeneous y rays which 
radium emits can be regarded as so many characteristic 
X radiations produced by the expulsion of y3 particles. Some 
of these groups correspond to the K and L radiations, others 
are much harder, and others, yet again, are softer. For 
example, the y rays from RaC are homogeneous and have 
a value of Xjp in Al =00424, which finds a place among 
the K series corresponding to the atomic weight, 214, of 
RaC. Again, Rutherford and Richardson (P.M. 1913) have 
shown that among the various groups of y rays from RaB 
are three which have values of X/^jy = 85, 14-7, and 0-188, 
the second of which appears to be the L radiation for an 
atomic weight of 214. Further, Chadwick and Russell 
{P.R.S. 1913) found that among the y rays from ionium 
(atomic weight 230) are homogeneous components having 
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A/^A]=400, 8-35, and 015 respectively. The second of 
these corresponda to the L series for a metal witli an atomic 
weight of 230, A smnmary of the various characteristic 
y rays is given on p. 234. 

Incidentally, we may record Gray's observation (P.R.S. 
1912) that the y rays of RaE are capable of exciting the 
K radiations of a number of metals including silver, lead, 
and barium. 

Very soft X Rasrs. 

Ordinary X rays are usually produced by potentials of 
between say 10,000 to 100,000 volts or more, but it is possible 
to generate X rays with much lower voltages. Such X rays 
are soft and have only a short range in air, but they have 
much the same general properties as harder rays. 

Dember in 1911 gradually increased, by means of an electric 
field, the speed of the photo-electrons liberated by ultra-violet 
light, and found that they were capable of exciting X rays 
from a platinum anticathode when the speed reached 
that equivalent to 250 volts. From more recent work 
(,D.P.O.V. July 1913) Dember lowers this voltage to 18-7, 
and calculates that the X rays produced have a wave-length 
of 7 X 10"* cm., which is just beyond the ultra-violet. 

Seitz (P.Z. 1912) got X rays from Pt with voltages ranging 
from 400 to 900 volts. Wehnelt and Trinkle {Sitz. Phys. 
Med. Soc. Erlangen, 37, 1905) generated soft X rays by the 
use of slow cathode rays from hot-lime cathodes (p. 8) 
excited by voltages of from 400 to 1000 ; while Whiddington 
{P.C.P.S. 1912), using similar means and potentials from 
130 to 220 volts, was able to detect the X rays from the 
residual gas in the discharge tube. 

CStatacteriBtic Lig^t Bays. 

When a variety of qualities of X rays is allowed to 
penetrate a substance, it is found that the absorption 
becomes abnormally large for the particular qualities of ray 
which are capable of exciting the characteristic radiations of 
the substance (seep. 129). Suchselectiveabsorption is accom- 
panied by a large increase in the corpuscular emission. This 
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selective X-r»y effect is on all fours with the selective photo- 
electric effect discovered by Pohl and Pringsheim {D.P.O.V. 
1911 and 1912) in the ease of ultra-violet light. They have 
ascertained that the emission of electrons produced by the 
impact of ultra-violet light on metals reaches a maximum 
for a particular wave-length of the light : the positions of 
these " absorption bands " for the alkali metals are approxi- 
mately as follows ; 

Wave-longtli. 

Li 2800 A.u.^ 

Na 3400 

K 410U 

Rb 4800 

Thus these several ultra-violet radiations may be regarded 
as soft characteristic X rays of the different metals. 

It is worth while adding the remark here that Pohl and 
Pringsheim have succeeded in carrying the photoelectric 
effect well into the infra-red (10,000 a.u.). 

Chaiactetistic X Ea^s are independflnt of Chemical Combination. 

Chapman and Guest (P.G.P.S. 1911) showed that the 
intensity of the characteristic X radiation from a metal was 
the same, no matter whether the metal was combined or 
not. For example, a given weight of tin continued to give 
the same quantity of characteristic tin rays after it was 
converted into the nitrate. Thus, in common with all X-ray 
phenomena, the effect is a purely atomic one. 

Chapman (P.M. 1911) found further that the vapours of 
methyl iodide and ethyl bromide gave out strong radiations 
characteristic of iodine and bromine respectively when struck 
by hard X rays. 

"Classon (P.C.P.S. 1910) noticed that the quality of the 
characteristic radiation from, say, iron wan independent of 
whether the iron was free or combined ; in the latter case, 
neither the valency nor the position of the ion was material, 
e.g. FeSO,, FcgO^, FcjOj, K,Fe(CN),„ all excited iron rays 
of the same quality. 

■ Out' A.u. (AiigHtrOin Unit) is JO "cm. 
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The Direct Generation of dLaracteristic Bays. 

By the ordinary "reflection" method, using a radiator 
at 45" to the primary beam of X rays,' the amount of 
energy which is transformed into characteristic radiation 
does not at the most reach 50 per cent. ; and of this, onJy a 
fraction, say ,V, manages to escape from the surface of the 
radiator. Thus the arrangement is very meifieient as a 
source of characteristic rays. The writer showed, however, 
in 1908 [P.T.) (see p. 36) that a large proportion of the 
radiation from the anticathode of an X-ray bulb may consist 
of the characteristic radiation of the metal of the anticathode, 
more especially if the bulb is soft. By the employment of 
screens of the same metal as the anticathode, the other radia- 
tions present are either absorbed or transformed into the char- 
acteristic radiation, theresult being an intense and almost pure 
beam of characteristic rays. The potential on the tube should 
not be too high, otherwise the proportion of heterogeneous 
primary rays in the emitted beam will increase in amount. 

Figs. 61 to 64, taken from the above paper, give the log- 
absorption curves for three such different metals as Al, Cu, 
and Pt. The homogeneity of much of the radiation, when 
screen and anticathode are alike, will be apparent. With 
all three metals, there is a superposed softer homogeneous 
radiation, which is removed by quite thin screens. In the 
case of copper, the K radiation shows up prominently. 

Figs. 63 and 64 show the way in which the radiation from 
a platinum anticathode is absorbed by aluminium and 
platinum screens respectively. In the former case, the 
(thick) absorption curve betrays no apparent homogeneity 
in the rays. It is, however, possible to analyse the curve 
into three homogeneous components, having \/p = 5'6, 237, 
and 70 respectively. These are represented both in amount 
and hardness by the three thin lines. The hardest is probably 
independent radiation, the second proves to be the character- 
istic L radiation of platinum. With the platinum sci-cen, 
the independent radiation has disappeared, and the absorp- 
tion curve shows that the X rays transmitted by a screen 
00005 cm. thick are almost entirely homogeneous L rays. 
■ See, for exiunple, Fig. 60. 
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Qualitjr of Characteristic Bays in terms of Parent Cathode £^ 
Velocity. 
The writer ill iyoil(8ce J./^i.iS. 1913) attempted to associate 
the hardness of tlie eharaeteristic radiation emitted by an 
anticathode, ivitli the speed of the cathode ray required to 
excite the radiation. The underlying notion was that unless 
the cathode rays possesKcd a. velocity greater than a certain 
critical value, no charac- 
teristic rays woidd he 
generated. If this were 
so, the X rays could, so 
to speak, be labelled in 
terms of the speed of the 
exciting cathode rays. 

Obviously a first sim- 
plification was to work 
with cathode rays of uni- 
form speed. This can be 
done by the use of either 
(1) an influence machine 
or (2) a magnetic -spectrum 
method applied to a coil 
discharge. In the latter 
plan, the cathode ray 
energy is, at suitable 
pressures, largely con- 
centrated in the fastest 
cathode rays {see p. 16) ; and the method had other 
obvious advantages which led to its adoption. 

The apparatus is indicated in Pig. 65. The cathode 
rays from C were spread by a magnetic field into a mag- 
netic spectrum, plainly visible along the plate anode, AS, 
which was coated with willemite. By varying the 
strength of the field, any part of tJie spectrum could be 
brought over the slit, S. The pencil of cathode rays which 
passed through S impinged on the anticathode, T, below, and 
a bundle of X rays passed out tlirougli the thin aluminium 
window, W, and was measured by an ionisation method. 
Some half-dozen anticathodes were mounted on a trolley as 
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described on p. 36. The additional cathode K was pro- 
vided to bombard the anticathodes so aa to liberate the 
occluded gas, which otherwise, by its continued emission, 
softens the tube during the actual measurements. 

The experiments, which were arrested soon after their com- 
mencement, served, however, to show the extreme inefficiency 
of the slowest cathode rays as producers of X rays. As the 
diflferent parts of the cathode spectrum were passed over 
the slit, and faster and faster cathode rays were brought 
into action, the rapid gain in the intensity of the X rays 
was very noticeable. The increase in intensity came in quite 
suddenly for some one speed of the cathode rays which did 
not appear to be the same for the different anticathodes 
employed. 

Wtaiddington's Expariments. 

In 1910 Whiddington carried out a research on somewhat 
similar lines, and obtained quantitative measurement'* of 




great importance (P.R.S. 1911) for the K radiations of a 
number of elements. His final apparatus is shown in Fig. 
06. The cathode-ray spectrum was produced by a solenoid 



Dig lizedoy Google 



126 X RAYS 

which 3'ielded a uniform and calculahle magnetic field. The 
anticathode was of silver, and the generated X rays struck 
a secondary radiator. The speed of the cathode rays was 
increased (by the hardening device described on p. 70) 
until the secondary radiator emitted its characteristic radia- 
tion, which of course was duly Indicated in the ionisation 
chamber. Below this critical value of the velocity, there 
was little effect in the chamber ; above it, the ionisation 
current grew very rapidly. Thus the cathode ray in the 
X-ray tube must possess a minimum velocity if it is to 
excite an X ray of given quality. Different radiators were 
tried, and the critical velocity was found to be roughly pro- 
portional to the atomic weight of the radiator : in point of 
fact, the speed in cms. per sec. was 100 million (10*) times 
the atomic weight, Beatty (see next page) has since 
shown that the same result is true if the metal, instead of 
being used as a secondary radiator, is employed as an anti- 
cathode, as in Kaye'a arrangement. 

Thus, to recapitulate, if V^ is the critical velocity of the 
cathode rays in cms. per sec., and A is the atomic weight 
of the anticathode, then in the case of the K series of radia- 
tions, the empirical relation 

Vg =A . W 

is approximately satisfied for a range of elements from Al 
toSe. 

By combining this expression with Chapman's formula 
(p. 1 16), it follows that for the L series 
Fj = J(^-48)iO«. 

In Table IX., Whiddington's experimental values for the 
K radiations are given in heavy type in columns 3 and 5. 
The values for the other K radiations and the whole of the 
L radiations are calculated by the formulae above. It must 
be understood that many of these radiations have not yet 
been discovered (see p. 115). 
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K radiatlop. L radiation: 


K radn. 


Cradn. 






cmjew- cm.lwc. 


"'y^ta. 




Hydrogen ■ 


101 


10 X 10» -- 


3 


— 


Carbon 


120 


1-2 X I0» ! — 


410 






27-1 


206 ,. ' - 


1200 


— 


ChroTnium ■ 


620 


509 ., 2-0 X \0' 


7320 


11 


Iron - 


55-8 


883 „ 3 9 „ 


9600 


43 


Nickel 


58-7 


8-17 „ ■ 5-4 „ 


10,750 


80 


Copper 


63-6 


6-26 „ i 7-8 ., 


11,080 


170 


Zinc - 


65-4 


682 ., 87 „ 


11,280 


210 




79-2 


7-88 ., 1-56x10' 


16,400 


690 


Rhodium - 


102-9 


1-03x10" 2-7 „ 


29,900 


2,100 


Silver 


107-9 


108 „ ' 30 „ 


33,000 


2,500 


Tin - 


119-0 


119 .. 3-6 „ 


40,000 


3,600 


Tungsten - 


1840 


1-84 ., : e-8 „ 


95.000 


13,000 


Platinum ■ 


195-0 


195 ., 7-4 „ 


108,000 


15,000 


Lead ■ 


207 1 


207 „ 80 „ 


120,000 


18,000 


Uranium - 


238-5 


238 ,. 9-6 „ 


160,000 


26,000 



Energy of an X Bay. 

By slightly modifying the arrangement, and putting the 
ionisation chamber in place of the secondary radiator,* 
Whiddington was able to correlate the energy of the X rays 
with the velocity of the parent cathode rays, and so to 
establish the truth of a relation deduced theoretically by- 
Sir J. J. Thomson in 1907, that the energy of an X ray is 
proportional to the fourth power of the velocity of the 
exciting cathode ray. Beatty {P.R.S. 1913) has recently 
proved that this relation is only true for " independent " 
X rays : if characteristic rays are generated, the expression 
no longer holds (see p. 107). 

Beatty's Experiments. 

Beatty (P.R.S. 1912) has shown that the bulk of the 
characteristic rays generated in Kaye's experiments (p. 121), 

' See p. 96 for rflation betwpen cutliode-ray speed and potential. 

' See Fig. It6. 
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ia due to a direct transformation of the cathode radiation 
into characteristic radiation ; and that only a smali re- 
mainder owes its origin, 
as one would perhaps 
infer, to the indirect 
action of primary X rays 
in emerging from beneath 
the surface of the anti- 
cathode. Beatty obtained 
cathode rays of uniform 
speed bymeans of the mag- 
netic-spectrum method, 
and was able to show 
that the direct and in- 
direct effects occur simul- 
taneously as soon as the 
speed of the cathode rays 
exceeds the critical value 
(see p. 126). Fig. 67 shows 
for the case of a copper 
anticathode, the relative 
amounts of characteristic 
copper radiation generated 
directly and indirectly by 
cathode rays of different 
velocities. Both effects 
disappear if the speed 
falls below 626 x 10* cm. /sec, a value which agrees very 
closely with Whiddington's critical speed for copper. 

To overcome the difficulties of measuring the X rays due 
to the vagaries of a coil discharge, an ingenious null method 
was devised which consisted in balancing the current in the 
ionisation chamber against part of that carried by the 
cathode-ray discharge. Fig, 68 shows the connections. 
The interior of the anticathode tube A was lined with 
aluminium and joined to the anticathode. The greater part 
of the cathode ray current passed to earth through the 
variable resistance P. A smaller fraction passed through 
the high resistance Q to the ionisation chamber. The 
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resistance P was altered until the latter current just 
neutralised the leak in the ionisation chamber. Of the 
current leaving A, P/{P-i-Q) goes to the chamber. Since 




FIO. 88.— B»«tt) 



. 68. — Beatty'B kppuatui tar lueaBminE tba chtuacteTistlc X rayB geuaratiiil 
dliecUy snd lnd£«ctly liy cathwle rnys ul various spueds (sec Fig. H7). 

Q was very large — of the order of 10'* ohms —wo may 
write this, P/Q. Thus the relative intensity of the X rays 
is evaluated by determining P in each case. 



Absorption of Characteristic Radiations. 

Selective Absorption of Certain Qualities of Sadiation by a 
Particular Element. 
It is found that an element exhibits a maximum trans- 
parency for X rays of a quality identical with that of either 
of its own characteristic radiations ; andj further, the 
absorption becomes abnormally large for X rays which 
have a penetrating power just greater than that of either 
of the characteristic radiations. For example, if the absorp- 
tion in copper is measured for a variety of homogeneous 
X radiations from, say, calcium rays to cerium rays, then 
if we start with the soft Ca rays and pass up the series, 
the absorption in copper steadily diminishes in normal 
fashion as the rays are hardened. But as soon as the 
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stage is reached when the X rayti have become as pene- 
trating as the Cu radiation, the absorption slows up, and 
reaches a minimum. Witli slightly harder rays the Cu {K) 
radiation is excited, and the absorption then rapidly in- 
creaaes. As the incident rays are hardened still further, 
the absorption begins onee more to diminish, and eventu- 
ally reossumes the normal type, steadily lessening as the 
hardness increases, but now more rapidly than was the 
case before the " loop." 



1:^ 








AKAbsorprion 


.LAbsorphon 


c? 


/ \ Bftnd 


^ '^vBwid^^^ 


- 3 




^"^ ^^^"""""^ 


c V 








o >- 








- o 








a^ 








It 










,.'^ Ridi«.Hon 


URidi^rion 1 


< 


js!''' \ of Element- 


of Elemenr | 



HwdRiLyfi Qu&liry of XRay (Ve i" AlJ SofrR^ys 

— > Increasing Wa-ve-lengrh 

FlU, 00.— LUHKrarnmiitiv reiireaeiitHtioti of the obsoriition by a paitlculu 
element of a rauge of qiiallUee of X mys, Ttie sbaorptiati reaehee » minimnin 
for myH IdeutfFsl fii iiuHlity with eiUierof the diaractcrigtip radfaUojiB: for 
raya a, little harder triuii these, the abaonitiuii ie Hbaormally high. Thiu, 
In these regions tliere ia selective abnorption, but elsewhere the absoipUoD 



These various phenomena are displayed in Fig. 69, which 
shows, for a range of qualities of incident X rays, the two 
loops in the absorption curve of an element which possesses 
both K and L radiations. It must be emphasised that 
Fig. 69 is purely diagrammatic and not at ail to scale. As 
yet, the complete absorption curve for any single element 
has not been obtaitied. The corresponding curve for an 
absorbing metal of lower atomic weight would have the 
loops shifted to the riglit ; for one of higher atomic weight, 
to the left. 

This selective transmission of the various oharacteristJo 
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radiationtj was well displayed in Kaye's experiments ^ on 
the direct generation of characteristic raye from anticathodes 
of X-ray bulbs. Table X, shows the effect of Interposing 
the same metal screen in turn in the path of the X rays 
from various anticathodes. It will be noticed that, in most 
cases, the intensity of the transmitted rays is greatly aug- 
mented when the anticathode is of the same material as 
the screen. To provide a basis of comparison for the results 
for each metal screen, the intensity of the transmitted 
radiation from the Al anticathode is called 100 in the table. 

Table X. Showing Selective Tbansmission of Various 
Radiations. (Al radiation = 100. ) 







ScBBnol 




















Al 


Fe 


Mi 


Cu 


Pt 


Aluminiun 


(27) . 


100 


100 


100 


100 


100 


Iron 


(66) . 


160 


600 


340 


380 


160 


Nickel 


(59) - - 


180 


200 


740 


570 


220 


Cupper 


(64) - - 


210 


210 


810 


740 


270 


Platinum 


(196) . 


530 


450 


480 


480 


670 



The selective absorption phenomena illustrated in Fig. 
69 are further revealed from a scrutiny of Table XI., or, 
better still, from Table XII. In Table XI. are put out 
the mass-absorption coefficients of a number of characteristic 
radiations in various absorbers, while in Table XII. the 
values are, in every case, relative to the absorption in 
aluminium. Table XII. is, of course, immediately derivable 
from Table XI. Barkla and CoUier {P.M. 1912) have 
pointed out that the shape of either of the absorption loops, 
indicated roughly in Fig. 69 for some particular absorber, 
is not only similar to, but identical with, the corresponding 
loop for any other absorber, provided proper choice is made 
of the scales of coordinates for each absorption curve. This 
may be secured by arranging that the particular ordinate 
corresponding to the characteristic radiation of the absorber, 
both occupies the same position and has the same length 

' See p. 121, and P.G.P.S. May 1907. 
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in all the different curves. In other words, by arrangmg 
the scales of absorption and wave-length so that the absorp- 
tion of Fe {K) radiation in Fe, of Ou {K) radiation in Cu, 
etc., are ail represented by the one point (A) on the graph, 
the various absorption curves in the region of the K loop 
will coincide if superimposed. And similarly for the L 
loop, 

Baxkla and Sadler's Belation for Nonaal Absorption. 

The constant absorption-ratio that exists, no matter what 
the hardness of the X ray, for each absorber outside the 
range of selective absorption, is well displayed in Table XII, 
Some of the departures from proportionality with the harder 
types of rays, in what should be regions of normal absorp- 
tion, are due to the fact that the coefficients for many of 
the elements given in Table XI. have not been corrected 
for scattering. If we make the proper scattering correction 
{p. 109), it is found that the ratio of the absorptions of a 
radiation in any two particular elements is approximately 
constant, and does not depend on the quality of the radiation, 
provided only that such radiation does not excite the 
characteristic radiations of either element. This important 
relation was first pointed out by Barkla and Sadler. 

To take an example, Barlda and Collier have shown that 
in the case of carbon, the absorption values relative to 
aluminium — which rise in Table XII. from O'll for soft 
rays to 041 for hard rays — become, when corrected for 
scattering, a steady value of Oil for all types of X ray. 

Selective Absorption of a Particular Radiation by Certain Elamenta. 

The selective absorption of X rays under certain con- 
ditions (to which we have referred above), is perhaps better 
brought out by Fig. 70 (taken from Barkla and Collier's 
paper, P.M. 1912), which exhibits the way in which the 
absorption of Ni {K) radiation in a number of elements 
varies with the atomic weight of the absorber. 

It will be noticed that, if we start with the light elements, 
the absorption of the Ni rays increases steadily with the 
atomic weight of the absorbing substance, so long as all 
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the various characteristic radiations (K, L, . . .) of the 
absorber are excited. But as soon as the atomic weight 
of the absorber becomes so high that its K characteristic 
ceases to be excited (though the others remain), then the 
absorption suddenly drops. With higher atomic weights, 
the Ni radiation can only excite the L, M, . . . radiations, 
and so the absorption steadily increases until the stage when 
the Ni radiation no longer excites the L radiation, and the 
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?1Q. 70. — Graph Bliowlna relation between the absotptlon of NI (K) radiation 
by varlouB elements and the atomic wBlght ot the abaorblng element. The 
absorption posses through a minimum lor a acieen ot NI and also [or one 
o( atomic weight oJ abont lfl4 (whose L rarllation la Identical with the Ni (K) 
ram. Compare Fig. ii4. 

absorption falls once more. In other words, the trans- 
parency reaches a maximum with a nickel screen and also 
with one whose L characteristic radiation is identical with 
the nickel K radiation. Thus the regular curve of increas- 
ing \/p with atomic weight of the absorber, is modified 
by the addition of sudden drops at as many regions as 
there are elements having one or other of their characteristic 
radiations identical with the X rays whicli are being 
absorbed. 

Similar curves are obtained for any other characteristic 
radiation : if the radiation is harder, all the maxima and 
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! displaced to the right, and, if softer, to the 



minima t 
left. 

It will be remarked that Fig. 70 ie the analogue of Eenoist's 
curve (p. 102) for heterogeneous X rays. Evidently, Be- 
noiet's rays were rich in components approximating to the 
characteristic radiation of silver, and this explains the absorp- 
tion " loop " which is prominent in his curve for soft X rays 
and less pronounced in that for the harder rays. 

Absoiption of CtaaracterlBtic Radiations in Gases. 

E. A. Owen (P.S.S. 1912) measured the absorption of a 
number of characteristic radiations in light gases. To get 
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over the difficulty of working with the feeble radiations 
generated by the ordinary method of placing the radiator 
at an angle to the path of primary X rays, Owen employed 
the ingenious device of mounting a tliin silver anticathode 
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as a window in the dischai^ tabe. The various radiators 
were placed near the outside of the window, and, by this 
means, intense characteriBtic radiations were obtained. 
Fig. 71 shows the apparatus. The anticathode was soldered 
to the glass, through the intermediary of an electrolytic 
deposit of copper ; and to prevent the fusion of the anti- 
cathode by the cathode rays, it was watercooled. 

A pencil of characteristic (K) rays from a series of radiators 
ranging from iron to molybdenum entered an ionisation 
chamber through a parchment window. The pencil was 
sufficiently narrow to prevent it striking the electrodes, 
which, together with the whole of the inner surface of the 
chamber, were coated with paper. Both the nature and 
pressure of the gas in the chamber could be altered. A 
comparison chamber enabled the vagaries of the coil dis- 
charge to be overcome. 

In some cases, e.g. SOj, the absorption at atmospheric 
pressure was very great for the softer rays, and measure ment« 
had to be made at lower pressures. Owen first showed that 
the absorption coefficients of any of the characteristic radia- 
tions in a gas varied directly with the pressure, as, of course, 
would be anticipated for a homogeneous beam. 

Further, the absorption coefficients of the different radia- 
tions in a particular gas proved to be proportional to the 
corresponding absorption coefficients in air, which goes to 
show that Barkla and Sadler's generalisation (p. 1.34) can be 
extended to gases. Owen was led to take the logarithms 
of the mass-absorption coefficients of the varioiis radiations 
in a particular gas, and plot them against the logarithms 
of the atomic weights of the radiating metals. He found 
not only that the various observations all lay on a strwght 
line, but that the different straight lines for the various 
gases were all parallel to each other. The slope of these 
lines showed that the absorption coefficient of a radiation is 
approximately inversely proportional to the fifth power of 
the atomic weight of the radiator. Owen's fifth-power law 
is exemplified for an aluminium absorber on p. 114. 

Barkla and OoUier (P.M. 1912) have also worked at absorp- 
tion in gases. Some of their results, as well as those of 
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Owen, are incorporated in Table XIII,, which gives the 
absorption coefficients (in cm.-gm. units) for air, carbon 
dioxide, and sulphur dioxide, ethyl bromide, and methyl 
iodide vapours. 

Cowuscui^E Rays. 

Curie and Sagnac (C.R. 1900) first showed that when a 
plate was stmck by X rays, part of the secondary radiation 
was negatively charged. 

The detection of these high-speed corpuscles — as they 
have proved to be — is an easy matter, since the bombarded 
plate will chaise up positively if it is insulated in a vacuum. 
By measuring the rate of chai^ng, it would be possible to 
determine the number of corpuscles expelled per second ; 
while, by applying an electric force of suitable direction and 
magnitude, we could ascertain their speed. In actual prac- 
tice, this method of measuring velocities, while convenient 
for slow-speed electrons such as are liberated, for example, 
by ultra-violet light, is not very practicable in the case of 
X rays, owing to the magnitude of the potentials required. 

The magnetic -deflection method of determining highspeeds 
is readily avEiilable if the stream of electrons is sufficiently 
intense ; and this method was actually employed by Tnnes 
and others in the case of the secondary X-ray corpuscles 
(flee below). 

DiKtrllnitloii' of Oorpuscular Bays. 

The intensity of the corpuscular emission increases with the 
atomic weight. The corpuscles preponderate in a direction 
at right angles to the beam of X rays, which accounts for the 
fact (shown by Laub, A.d.P. 1908) that there are more cor- 
puscles liberated by a glancing beam of X rays than by a 
normal one. 

Furthermore, when X rays are sent through a thin metal 
plate more corpuscles are given off on the far or " emergence " 
side than on the near or " incidence " side. This is the more 
marked with hard X rays and with elements of low atomic 
weight. For example, Beatty (P.C.P.S. 1910) found with 
silver leaf, that while the excess amounted to no more than 
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2 per cent, in the case of Fe X rays ^ (which are very soft), 
it attained 30 or 40 per cent, with the harder tin and alu- 
minium rays. The speed is equally fast on both sides of 
the plate. On the other hand, Cooksey (P.M. July 1912) 
found that when the absorption of the exciting X rays in 
the layer of emitting metal is allowed for, the ratio of 
emergence to incidence corpuscular ray* shows no certain 
variation either with the metal or the X ray. The excess 
emergence rays were of the order of 20 per cent, for both 
gold and silver plates, and for a range of rays extending 
from Cr X rays to Sn X rays— providing an eighty-fold 
variation of i)enetrating power. 

It maybe added that KJeeman iP.R.S. 1910) and StulJ- 
mann (P.M. 1911) found much the same value for corre- 
sponding experiments with ultra-violet light. 

Velocity of the Oorposcnlar Bays. 

Dom in 1900 first measured the velocity of these negative 
rays, and in 1907 Innea {P.R.8.) made a more complete 
examination. In his experiments, the X rays fell on a 
metal sheet in a vacuum, and the corpuscles emitted passed 
in succession through a couple of slits in lead sheets and 
were recorded on a photographic plate. The whole of the 
apparatus was exhausted for the reason that the eorpusclea 
are scattered at ordinary- pressures, and their paths are too 
short to be followed. The velocity of the particles was 
ascertained from their deflection in a uniform magnetic 
field {produced by a pair of Helmholtz coils). Innes was 
able to establish the fact that the velocity of the corpuscle 
is indei)endent of the distance of the X-ray bulb from the 
emitting plate — a most important result. The distance was 
varied some eight or nine-fold without discernible effect on 
the speed obtained. Nor did alteration of the frequency 
or magnitude of the current through the X-ray bulb produce 
any change in the speed. 

But an increase in the spark-gap, i.e. in the potential 
applied to the bulb, evidenced itself at once by a speeding 
up of the corpuscles. This is plainly shown in Table XIV. 

' I.e. the characteristic X raya from iron. 
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below. To derive absolute velocities from the measure- 
ments, it is necessary to assume a value for e/m for the 
corpuscles ; this was taken to be 17 xlO' e.m.u. 



Table XIV. 


Variation op Speed of Corpuscles with Length 
OF Spabk-oap. 


""^JpS'"^ 


^'^^. 


Spark-gap. 


Valooity ol CorpuscleB. 


Zinc 
Silver - 

Platinura 

Oold" - 

Le^ - 


65 
108 

195 

197 

207 


3 9 cm. 

3-9 
ISO 

32 
140 

34 
15'0 

51 
IB'O 


6-0 to 64 X Iff' cui./Bfii:. 

30 to 7-2 

6 1 to 80 

6>lto7-4 

6-5 to 8'0 

61 to 7-5 

6-2 to 8-1 

6-3 to 7-8 

6-4 to 8-3 



It is apparent from the table that the nature of the 
material exerts little, if any, certain influence on the velocity 
of the corpuscles ; but a more definite pronouncement is 
possible from the later experiments of Beatty {P.M. 1910) 
and of Sadler [P.M. 1910), both of whom used characteristic 
X rays. 

Absorption of Corpuscular Bays by Gases. 

Sadler has shown that the corpuscular radiation excited by 
characteristic rays is of uniform quality for any particular 
metal and follows an exponential law of absorption. This 
is true no matter what the metal or the characteristic rays. 
Thus, in each case, the corpuscular rays have a definite 
absorption coefiicient, the value of which Sadler found to 
be proportional to the atomic weight of the metal whose 
characteristic rays were being employed. 

Both Sadler and Beatty employed a method in which two 
parallel plates wore mounted opposite each other with a 
saturating electric field between them. The high-potential 
plate was bombarded with characteristic X rays, and the 
resulting stream of corpuscles proceeded towards the 
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iiuulated plaUj, ioiii2>iiit£ the iiitervciiing gas. This ionibatiou 
watt measured. Sadler cut down the corpuscular rays by 
moving one electrode and ho lengthening their path in the 
g&a ; Beatty, uii the other hand, raiued the eflfective path 
by incruauing the pressure of the gas, a method probably 
superior in accuracy. 

The results of Beatty and Sadler are given in Table XV. 

In »pite of conflicting data for some of the elements, the 
table shows plainly that the absorption coefficient (and thus 
the velocity) of the corpuscular rays is constant throughout 
for the same X ray and the same absorber, no matter what 
the nature of the atom from which the corpuscles are emitted. 

The velocity, however, does depend very greatly on the 
quality of the characteristic X ray. Sadler concluded from 
his experiments that the corpuscular rays are an invariable 
accompaniment when characteristic rays, and possibly also 
scattered X rays, are produced. The corpuscular rays from 
a substance increase very markedly as soon as the substance 
begins to emit its characteristic X radiation, and possibly the 
former rays are conditioned by the presence of the latter. 

Whiddington (P.S.S. 1912) has shown that Beatty's 
results conform to the expression 

\A* = const., 
where X is the absorption coefficient and A the atomic 
weight of the metal supplying the characteiistic X rays. 

It follows, as a deduction from the fourth power absorp- 
tion formula for cathode rays (p. 10), that 

Xtifl* =con8t., 
where Vg is the velocity of a particle at the moment of pro- 
jection from the platt\ 

Combining these expressions, we conclude that 



and, in fact, Beatty's measurements show that 

But this is the value of the critical velocity which cathode 
rays must possess to generate a characteristic radiation 
(p, 126), and, therefore, it follows that the secondary corpus- 



Diglizedoy Google 



SECONDARY CORPUSCULAR RAYS 



1 

i 

1 


-1 


S 3 S !. SS 

o « o « c^o 


t 


si 


i S ;: i> s 

« db ab ab ob 


1 


"1 


1 1 1 1 1 


1 


II 


S 1 S 3 S 


.1 


«i 


1 2 i 1 2 


1 


« 


1 1 1 [ 1 


1 


sg 


1 S 1 ||| 


1 


Si 


lis 1 |i 


t7 
1 

1 


1 g I 1 s 


^S 


1 1 1 1 


si 


1 1 1 1 E 


1 


1 


< £ S £ 9 


1 


! 


U 


^i -■■■■■ ■■ 


a 



D„tM,Google 



cular rays from X rays have the same velocity as the original 
generating cathode rays in the X-ray bulb — a result of great 
theoretical importance. 

Fatigue Effect in Production of Secondary X Bays. 

A number of experimenters, among them More (P.M. 
1907), Gowdy {P.R. 1910), and Rieman {P.R. 1911), have 
obtained results which indicate that the output of secondary 
X rays from a metal diminishes with time, and that the 
metal exhibits a fatigue effect under the action of the X 
rays. It is now, however, pretty generally accepted that 
the effect is due largely, if not wholly, to chemical change 
of the surface by the action of the surrounding gas. A 
freshly prepared metal surface, obtained for instance by 
distillation in vacuo, shows little or no fatigue if the vacuum 
is continually maintained and any action due to gases 
thereby prevented. 
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CHAPTER X. 
FURTHER PROPERTIES OF X RAYS. 

I0HI8ATION BY X Rays. 

When X rays pass through a substance they here and there 
intrude into an atom, and are able to expel from it a cor- 
puscle and so ionise the atom. But the proportion of atoms 
thus affected is extremely minute. Even in favourable 
eases, only one atom in a billion (10^*) or more is ionised : 
the rest are pibssed over, presumably without receiving any " 
energy or being influenced in any appreciable way. 

lonis&tion and Pressure, 

The degree of iouisation depends greatly on the nature 
of the gas and on its pressure, as well as on the quality of 
the X rays. The ionisation produced in a gas by the passage 
of X raya should, in the absence of any secondary radiation, 
be proportional to the mass of the gas, that is, to the pres- 
sure (at constant temperature). But usually, secondary 
radiation is generated : if it is sufficiently penetrating to 
reach the electrodes, the ionisation it produces will be pro- 
portional to the square of the pressure. If the secondary 
radiation were absorbed before reaching the electrodes, the 
ionisation would be simply proportional to the pressure. 

But numerous observers agree that in the great majority 
of cases where the pressure is not very low, the ionisation- 
preasure curve follows a straight line,^ and the inference 

' For example, CrowCher {P.R.S. 1908) using ordinary X rays ; and 
Owen (F.R.S. 1912) with homogeneous X rays. The conditions must be 
audi that no choraGteristio radiations are generated. 
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would be that the ionisation is due either to the direct 
action of the X rays or to the easily absorbed corpuscular 
rays. 

X Bars ionise indirectly. 

It is now generally accepted that the ionisation produced 
by X rays is an indirect one and due solely to the corpus- 
cular rays ; in other words, the secondary corpuscles carry 
all the ionising power but not all the energy. Prof. Bragg 
was the first to insist on the fact that X rays spend little 
energy in their flight, and that they can therefore have 
little ionising action. 

Beatty's results (P.R.S. 1911) on the ionisation of heavy 
gases — SeH;, AsHj, and Ni(C0)4— gave great support to 
Prof. Bragg's theory. Eeatty found that the quantity of 
the corpuscular rays was the same whether the substance 
was in the gaseous or solid condition. But indisputable 
proof of the correctness of Bragg's notion was given by 
C- T. R. Wilson from his condensation experiments (see 
p. 151). 

More recent work by Barkla and Philpot (P.M. 1913) has 
established the additional fact that the relative ionisations 
produced by equal absorptions of X rays in gases are the 
same as those produced by the corpuscular rays. 

Relative Ionisation in Various Oases. 

Most of the early experiments on gaseous ionisation were 
vitiated by the corpuscles released from the impact of the 
X rays against the electrodes or the surface of the ionisation 
chamber. Crowther {P.R.8. 1908), in an investigation of 
the ionisation produced by heterogeneous X rays in a large 
number of gases, took steps to avoid this difficulty. Some 
of Crowther's results are given in Table XVI. 

With the exception of hydrogen, and possibly ethyl bro- 
mide, the degree of ionisation is evidently not affected much 
by the quality of the X rays. Owen (P.R.S. 1912) ' and 
Barkla and Philpot (P.M. 1913), working with a series of 
homogeneous X rays of a great range of quality, have 
' Owftn'a apparatus ia shown on p. 136. 
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72 
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Methyl iodide, CH3I - 






4-96 
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Mercury methyl, Hg(CH3)j - 


7-93 
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Table XVII. Relative Ionisation produced in Vaeious Oases 

BY HOMOGBNKOUS X RaYB.' 
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(BeatV>. 


(B.2'P.,. 


CO, 


SO, 

(Owen). 


CJttBr 
(B.*F.). 
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Fe 


■00571 


1-37 


158 


11-3 


41-2 




Ni 




1-35 


1 56 


II-6 
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162 


Cu 


■00573 


1-38 


1-65 


11-8 


42 


1S2 


Zn 


-00570 


1-42 


1-54 


11-5 


416 




As 


■00573 


1-27 


1>5I 


II-7 


42-2 


158 


Se 




1-31 


1-53 


11-8 


41-7 




Sr 




1-28 


1-53 


11-8 


153 




Mo 




1-28 


1-54 


115 


213 


188 


Ag 




132 






272 


198 


8n 


04 


129 






335 


205 


Sb 

I 




1.28 








211 


Ba 




~ 








251 



B. & P., Barkla and Philpot, 

* All the Beoondary radiationa except scattered X rays were completely 
absorbed in the goB. With ethyl bromide and methyl iodide, however, 
this was not the case with the X rays hard enough to excite the char- 
o radiations of bromine and iodine reepectlvely. 
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eHt-ablushm) th<; fact that the ionization in independent of 
tho hardneHH of the X rayis. Tho one proviso is that no 
characttriHtic radiations shall be excited in the gas. If a 
characteristic radiation is generated, both the ioniBation 
and absorption are usually increased. These resulte are 
aj>parent from Table XVII. 

Total loniaation In Various Oases. 

Owen derived also the important result that the total 
number of ions produced by the complete absorption of a 
beam of homogeDeous X rays in a gas is the same do matter 
what the hardness of the rays or the nature of the gas, bo 
long as the characteristic radiations are not excited. . ThiB 
result was extended ond confirmed by Barkla and Philpot, 
who also showed the parallel effect for corpuscular rays, 
and that the total ionisation produced by a beam of homo- 
geneous corpusculor rays is independent both of the velocity 
of the corpuscles and of the nature of the absorbing gas. 
In regard to mixed gases the conditions are complicated, 
and the results are difS- 
cult of interpretation. It 
appears probable that an 
additive law does not hold 
(Barkla and Philpot, P. Jf. 
1913), and that when a 
mixture of two gaeea is 
traversed by X rays the 
observed ionisation differs 
considerably from the sum 
of the ionisations that 
would be observed if the 
pencil of X rays went 
through the gases sepa- 
rately. 

Ionisation and Tempeiatnn. 

y. inTgl? In l909Crowther(PJ?.S.) 

wiiib^' mtrcJd" f ii^' Bp^ratu/'iB showed that the ioDisation 

ranged toriUiuiU-uir Wm,-^ru- produced by X rays WBfl 
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independent of the temperature, provided the density was 
kept constant. In these experiments, Crowther used a range 
of temperature from about —180° to +184° C, and took 
especial care that the X rays did not strike the testing 
electrodes. His apparatus ae arranged for liquid air tem- 
peratures is shown in Fig. 72. 

C. T. B. Wilson's Condensation Experiments. 

C.T.R. Wilson {P.Ii.S. 1912), in a series of remarkable 
experiments, has recently succeeded in rendering visible and 
photographing the tracks of the charged ions which are 
produced when a beam of X rays (or radium rays) passes 
through a gas. The method is based on the fact that 
supersaturated water vapour deposits on ions— just as it 
does on dust particles — and forms tiny drops. Thus the 
trail of a beam of X rays, itself invisible, becomes marked 
by a crowded line of cloud. 

Wilson has been able to take instantaneous photographs 
of these condensation nuclei in the positions which they 
occupied immediately after their liberation by the X rays. 

Fig. 73 shows the apparatus. The air within the shallow 
condensation chamber was kept completely saturated with 
moisture by means of water in the bottom of the vessel. 
Supersaturatidn was produced by suddenly increasing the 
volume of the chamber by exposing the under side of the 
movable bottom to a vacuum chamber. This was effected 
by a sharp pull (to the left) on the cord shown (in Fig. 73). 
which opened the valve below the condensation apparatus. 
After the release of the valve, the cord pulled up with a 
jerk, the heavy weight attached to it was thus suddenly 
arrested, and the fine thread below it carrying a steel ball, 
snapped and the steel ball fell. In its descent, the ball 
passed in succession through two spark-gaps. The first 
passage caused a Leyden jar flash through the X-ray bulb ; 
the second similarly excited the illuminating spark. 

The arrangements were such that a horizontal beam of 
X rays crossed the centre ol the chamber ; the illuminating 
spark flashed a pencil of light at right angles to the beam 
of X rays, and horizontally, or nearly so ; and the camera 
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was usually mounted horizontally on the opposite side of 
the chamber to the illuioinating spark. An electric fidd 
was maintained between the upper and lower faces of the 
expannion chamber. 



X R*y 




Mtutnlne.Hn^ 6p*.rk G*p 



The order of events in an experiment was, therefore, (1) 
expansion producing supersaturation, (2) X-ray discharge 
producing ionisation in the cloud chamber, (3) condensation 
of water on the ions, (4) passage of the spack for photo- 
graphing the cloud tracks. 

Wilson's instantaneous photographs (see Figa. 1 and 74) 
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show the tracks of corpuscles starting within the beam of 
X rays and extending for some distance beyond it. There 
is no indication of any activity on the part of the X rays 
other than the production of corpuscles : and the track of 
the X ray is not distinguishable otherwise than as being 
the region in which corpuscies have their origin. The cloud 




Immediately nfter thn ei 



hejpath ol a beam of 
laiure isee p. i4Ui. The beam of riya, 
le air (from left to right of the picture) 
h Droduced the BUDersnturation. The 
of the iihotoRmph 



trails show that the corpuscles start in all directions from 
within the path of the primary beam : they do not appear 
to exhibit preference for any particular direction. 

The residt is striking confirmation of the view which 
Prof. Brt^g has advocated for some years — that the X ray 
ia completely inoffensive and innocuous during its life, and 
that only on its disappearance does the effective agent — 
the corpuscle — come to Hfe. lonisation by X rays appears, 
therefore, to be entirely a secondary process. 

Fig. 2 shows a pencil of X rays passing obliquely through 
a copper plate. The transmitted beam, though much less 
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dense than the initial beam, can be plainly seen. From 
the copper issue corpuscular rays in all directions ; these, 
which are responsible for the " halo " round the sheet, 
prove to be mostly of relatively long range. The char- 
acteristic copper radiation also excites corpuscular rays in 
the air, the majority of which have only a range of about 
1 mm. at atmospheric pressure, and are to be found scattered 
throughout the vessel. This may be compared with the 
1 cm. to 3 cm. tracks of corpuscles from the primary X-ray 
beam. If silver is used instead of copper, the secondary 
corpuscles have a much longer path. The clear space shown 
on both sides of the copper sheet in Fig. 2 is due merely to 
the heat of absorption of the X rays and the consequent 
formation of a region of air which is not saturated. 

Wilson attempted to display the crystal-reflection of X 
rays (see p. 186) by means of the above apparatus, but, for 
some reason, the reflected beam was inefEective in producii^ 
ions, and the plan did not succeed. 

Velocity of X Rays. 

In 1906, Marx in Germany published the results of an 
ingenious and elaborate investigation on the speed of the 
Rontgen rays. He excited an X-ray bulb by means of 
electric waves from an electrical-wire system ; these waves 
also charged to a varying potential an insulated plate on 
which the X rays fell. The secondary corpuscles emitted 
from this plate were collected by a Faraday cylinder con- 
nected to an electrometer : the amount was obviously con- 
trolled by the phase-relation between the potenial of the 
plate and that of the cathode of the Rontgen-ray bulb. 
If the various distances and the connecting wire lengths 
were adjusted so that the charge received by the Faraday 
cylinder was (say) a maximum, then it was found that if 
the distance of the X-ray bulb from the insulated plate 
was increased by a certain amount, the wire along which 
the waves travelled to the plate had to be lengthened by 
the same amount to restore the maximum. Thus, according 
to Marx, the Rontgen rays travel with the same velocity as 
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electric waves along wires, and, therefore, with the velocity 
of light, at any rate to within 5 per cent. 

Marx's experimental arrangements were subjected to 
severe criticism by Franck and Pohl, who, having repeated 
the experiments, doubted the validity of the method. In 
reply, Marx {A.d.P. 1910 et seq.) has since carried out a new 
series of experiments which, he claims, support his original 
result, but which nevertheless do not appear to have satisfied 
his critics {^.d.P. 1911). 

All this work was carried out before the nature of the 
X rays was known ; and there is now no reason for believing 
that X rays travel with a velocity other than, that of light. 
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CHAPTER XI. 
practical applications of x rays. 

Radtooraphy. 

An extended treatment of this most important branch of 
the subject can be found in a number of existing works ; 
it does not form part of the scope of this volume, A few 
points may, however, be noticed. A radiograph is, of 
course, nothing but a shadow picture, and naturally care 
must be taken to place the subject symmetrically with 
regard to the bulb, so as to avoid unnecessary distortion 
of the image. For perfectly sharp Imagae, the X rays 
should obviously proceed from a single point on the anti- 
cathode, but this, as has been remarked, ia impracticable, 
and BO it is usually beneficial to stop down the rays as 
much as is feasible. For this purpose, lead tube diaphragms 
are often employed, and can, in some medical cases, be 
made to serve a double purpose — ^for example, the kidneys, 
which are in continual periodic motion, can be arrested 
temporarily, for radiographic purposes, by pressing down 
such a tube tightly into the abdomen. 

The greater the distance of the bulb from the fluorescent 
screen or photographic plate, the more correct the picture ; 
in practice the distance is usually from 12 to 24 inches. 
The spark-gap should not exceed 10 to 12 inches. With 
longer spark-gaps, rays too hard for radiographic purposes 
result.^ 
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10 seconds ia suitable for the hand ; 20 t-o 30 aeconda 1 
tlie ankle ; and a minute or more for the thicker partA j 
the body. The latitude in X-ray photographic exposuf 
is Urge, though it is important to avoid under exposurdJ 

The photographic plates are placed with the film tiow 
the bulb, and most photographera agree that slow devoltd 



, Googlf I 



RADIOGRAPHY 157 

ment is useful for work such as this, where full detail is 
required. Two examples of modem radiography are showu 
in Figs. 75 and 76. 

As examples of uses other than medical for the X rays, 
one may notice their former employment in the Ceylon 
pearl-fishing industry to locate pearls in oysters without 
opening the shells. The degree of transparency to X rays 
serves as a means of differentiation between paste and real 
diamonds : the heavy lead glass is much more opaque thtm 
the natural gem. 

By the use of extremely soft X rays, radiographs have 
recently been obtained of, for example, the soft tissues of 
the body (showing the veins and nerves), the wings of" 
insects, the venation of leaves, and the structure of flowers. 
Radiomierography of tiny objects forms one of the latest 
achievements of X-ray manipulation, an example of which 
by M. Goby {A.Mt.R. Dec. 1913) is shown in Fig. 77. 

Bismuth Radiography. 

The alimentary system may be radiographed by rendering 
the required part temporarily opaque through the adminis- 
tration of bismuth salts or emtdsions with the food. This 
increases the contrast in the photograph. Fig. 78 shows 
a good illustration of the method. Thorium oxide and 
barium sulphate are also used. A word of caution should 
be added, for the pronounced and very soft secondary rays 
that bismuth and other heavy metals emit, may actually 
be injurious. Chemical combination does not affect the 
rays from the constituent elements, so that bismuth salts 
give off secondary rays just like those from bismuth metal. 

Stereoscopic Badiography . 

In this work, two distinct pictures are taken in turn by 
moving the X-ray tube, between the exposures, 2 or 3 inches 
parallel to the surface of the plate, the distance between 
tube and subject being about 20 inches. The resulting 
photographs are examined in a stereoscope. The method 
affords a means of ascertaining the depth of a foreign 
substance in the body, and is often of great assistance in 
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There are other types of localisers, some of which 
display much ingenuity of design ; they can be found fully 
described in the makers' catalogues. 
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InHtmtaneoaa Badiogiaphy. 

It is a far cry from the prolonged exposures in the early 
days of X rays to the inatantaneous work that is possible 
with modem apparatus. Nowadays, snapshots can be taken 
throng any part of the body, and almost any of the moving 
organs can be radiographed. The worker who requires 
exposures short and frequent enough for, say, cinemato- 
graph films now experiences no difficulties out of the ordinary. 

If a single rapid photograph is all that is required, it is 
possible to secure it by comparatively simple means, and 
to send through an X-ray tube momentary currents of a 
magnitude undreamt of a few years ago. One method for 
obtaining practically instantaneous radiographs is to join 
the primary of a modem heavy current induction coil, or 
other high-tension transformer, straight to the direct-current 
town-lighting mains with the usual fuses in cireuit. When 
the current is switched on, the fuses are immediately blown, 
and the consequent interruption of the current produces a 
powerful discharge through the secondary winding and the 
Rontgen tube in cireuit with it. For such rapid exposures 
a simple X-ray tube without cooling and regulating devices 
suffices. Dessauer in ld09, by using a type of explosive 
fuse for the break, was able to take single flash radiographs 
with exposures of the order of i^ts sec. The momentary 
carrent through the tube was some 200 milliamperes or 
more, and the alternative discharge in air consisted of a 
broad band of flame 40 to 50 cms. long. 
■ Sir James Mackenzie Davidson has recently succeeded in 
radiographing a bullet leaving the muzzle of a revolver. 
The bullet in its flight over the surface of a photographic 
plate broke the primary circuit of a coil somewhat after 
the fashion employed by Mr. Boys some twenty years ago 
in his flying-bullet photography. The resulting flash through 
a suitably disposed X-ray tube in the secondary circuit gave 
a shadow photograph of the bullet. 

Perhaps even more remarkable are Dr. WorraU's recent 
experiments with a monster coO having a core weighing 
some 3 hundredweights. With a primary current of from 
40 to 80 amperes at 240 volts, and the use of an explosion 
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break, flash currents of the order of 1'4 amperes lasting for 
an interval of from ^^v to toW second were sent through 
an X-ray tube. The intensity of the discharge was such 
as to be capable of chiselling out a piece of metal from the 
anticathode and leaving a pit behind. Dr. Worrall has 
obtained very beautiful instantaneous radiographs by means 
of his apparatus. 

The possibilities of the extension of such experiments as 
these are far from being exhausted. A transformer which 
weighs about half a ton was referred to by Mr. Duddell in 
his Presidential Address to the Institution of Electrical 
Engineers (1912). Given a closer co-operation between the 
medical profession and the electrical engineer, mammoth 
apparatus and extraordinary results may be looked for in 
the future, 

Intensi^ltiE Screens. 

But by the aid of intensifying screens (a device which 
dates back to 1897), instantaneous radiography is possible 
with a much less formidable equipment. The recent im- 
provements in such screens have removed the defects of 
grain, etc., which formerly militated against their extensive 
employment. The Sunic screen, for example, is coated with 
a tungstate of calcium, which, fluorescing as it does with 
a very actinic bluish light, is capable of reducing an exposure 
twentyfold. The screen is placed in close contact with the 
film of the plate and the X rays are sent through the screen 
before reaching the plate. Owing to the after-luminescence, 
which persists for some minutes, the screen should either be' 
removed immediately after the exposure or not be disturbed 
for some little time. 

X-ray Photographic Plates. 

The large demand for photographic plates in radiography 
has brought about the introduction, by several firms, of 
plates specially coated for X-ray work. Dr. Kenneth Mees 
is responsible for a photographic plate ^ which presents some 
novel features. The plate is coated with an unusually thick 
' The Wratten and Wainwright X-ray plate. 
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emulsion containing a heavy metal along with the silver. 
The emulsion ia thus rendered dense enough to arrest and 
record most of the incident rays, and the confusing secondary 
radiation from the glaes backing is avoided. The result is 
a gain in definition and detail without any sacrifice in speed 
and contrast. 

Plastic Prints. 

On account of the pictorial beauty of the results, this 
method of printing deserves mention. From the original 
negative, a positive is printed on a lantern plate. The 
positive and negative, which should be equally dense, are 
mounted in accurate register, glass sides together. A print 
is then taken by means of hght incident at an angle of 
about 45°, and a picture thus obtained which shows pseudo- 
relief. Pig, 79 shows an example of plastic printing. 

Physiological Applications of X Rats. 
X-ray "Bnms." 

The dangers of indiscriminate exposure to X rays are 
now common knowledge, but some of the pioneers in X-ray 
work bought their experience at the price of their lives. 
Undue exposure results in severe dermatitis or skin disease, 
followed in chronic cases by large and cancerous ulceration, 
scaling and shedding of the nails. Unfortunately, the ex- 
tremely painful progress of the disease does not appear to 
be arrested by avoiding further exposure to the rays. Nor 
is there any known means of hastening recovery, though, 
according to Sir James Mackenzie Davidson, some relief 
and improvement has been obtained in superficial cases 
by the application of radium to the affected part in " doses " 
of some minutes at a time. 

Protective Devices. 

It is now known that X-ray " burns " are mainly due 
to the absorption by the skin of the very soft rays ; such 
rays are easily arrested by screening. The various pro- 
tective devices (gloves, spectacles, aprons, etc.), now always 
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employed for the safety of workers, rely on the absorptive 
properties of lead or lead salts in some form or other. 




Impregnated rubber is often used, and Droit (C.R. 1912) 
has recently succeeded in heavily loading silk tissue with 
phospho-stannate of lead (up to about 68 per cent.), ood 
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so producing a material which, while extremely light and 
supple, affords adequate protection against the rays. 

The Rontgen bulb is fitted with a lead glass sheath, or, 
in some instances, the bulb itself is made of lead glass 
provided with a window of soda or lithia glass to aJlow 
the rays to get out. Fluorescent screens used for examina- 
tion work should be faced with lead glass (not less than 
5 to 10 mm. thick) on the' side remote from the bulb. 

For long continued exposures, the German Rontgen 
Society advocates as a protection for the body the following 
thickness of screen ; 

Lead - - - - 2 mm. 

Lead-impregnated rubber - 8 mm. 

Lead-glass - - - 10 to 20 mm. 

Physiological and Curative Action of X Bays.^ 

It might be anticipated that an agency possessing such 
vital characteristics would, under control, find a wide field 
of application in the treatment of disease. This has proved 
to be the case, and, as their technique is being improved, 
the X rays are finding a sphere of activity quite dis'.inct 
from that of radiography. The method of "dosage" is 
usually that of the pastillb (see p. 94) assisted by a taeheo- 
meter (or speed-counter) on the mercury break. 

In many skin diseases, the action of the rays has been 
turned to account and has proved to be of notable service. 
The effects are not, however, confined to the skin ; some 
of the internal organs, notably the spleen, are found to be 
even more susceptible. Happily the nervous system gene- 
rally is not at all sensitive to the rays. One of the most 
striking physiological effects of Rontgen rays is their action 
on the growing cells of the young ; the growth of young 
animals is greatly stunted by the rays ; the adult animal 
shows a greater capacity for resistance. Sweat glands and 
hair follicles are attacked and ultimately destroyed — a pro- 
perty which provides a signal cure for ringworm, and, with 
prolonged exposure, is capable of producing total baldness. 
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The white corpuscles ot the blood are affected by X rays, 
but the red corpuscles are very resistant. The treatment 
has been largely and successfully employed for rodent ulcers, 
but experience has shown that it does not provide a cure 
for malignant tumours and largo cancerous growths, though 
it may arrest their rapidity of growth : this is equally true 
of radium treatment, though in this case the outlook seemB 
more hopeful. Apparent success has resulted from the em- 
ployment of X rays in eases of tuberculosis of bones and 
joints. Curiously enough, Rontgen rays seem to have little 
or no action on bacteria, and, in this respect, stand out in 
marked contrast to ultra-violet light, which is most destruc- 
tive to all forms of bacteria. X rays (and y rays) induce 
a sensation of luminosity in the retina, so that the shape 
of interposed obstacles can be made out by a blind-folded 
normal eye or even by a cataract-affected eye. A totally 
colour-blind eye may be abnormally sensitive to X rays. 

Suitable Bays for Therapeutics. 

In the therapeutic use of X rays, the one essential is 
tha! the rays shall be sufficiently hard to reach and be 
absorbed by the diseased tissue. In treatment of the skin 
the very softest rays are the useful ones, but to do any 
good to more deep-seated parts harder rays are required. 
In this case the less penetrating rays should be removed to 
avoid their prejudicial action on the skin. An aluminium 
screen \ mm. thick is generally sufficiently thick for the 
purpose. One difficulty in treating deep-seated tissue is 
that the harder rays are mainly scattered instead of being 
absorbed by the tissue. This small energy absorption means 
that the curative effects must be feeble. They could, of 
course, be enhanced artificially in some cases by bismuth 
treatment or the like. 

It may be added that the therapeutic effect of X rays 
often evidences itself pronouncedly in the proximity of 
bones ; this is probably due in part to the characteristic 
radiation emitted by the calcium of the bone. Similarly, 
zinc and other metallic ointments m^ht be employed to 
augment the effect in superficial treatment. 
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The practice, which is often followed, of employing the 
same X-ray bulb for both curative and radiographic work 
is, of course, wasteful. Rays which are useful in thera- 
peutics are obviously unsuitable for radiography, as in the 
latter case the essential thing is that the rays should not 
be absorbed, but should reach the photographic plated As 
was remarked on p. 37, the iron, nickel, copper group of 
metals, when used aa antieathodes, emit radiations very 
rich in soft rays, such as are suitable for curative work. 
There is no necessity for iising a point source of X rays 
in therapeutic work, and, in fact, the anticathode can 
advantageously be put out of focus, or, if necessary, a 
plane cathode used. 

aiaBseB speciallF Transparent to Soft X Bays. 

A bulb intended for skin treatment should be either 
made of a glass specially transparent -to X rays or provided 
with a window of such glass. Schott in 1899 was the first 
to make up a glass of this kind — a silico-borate of soda 
and alumina — as the result of experiments on the trans- 
parency of various oxides and carbonates to X rays. His 
list reads in order of diminishing transparency — Li, B, Na, 
Mg, Al, Si, K, Cu, Mn, As, Ba, and Pb — a sequence which 
is that of atomic weight. Schott's glass was never put 
on the market, as at that time the radiographic properties 
of the X rays were the only ones considered, and in this 
respect the glass possesses no appreciable advantage over 
soda glass. C. E. S. PhilHps' conducting glass (P.R.S.E. 
1906), which is a mixture of silicate of soda and borax with 
a little lead glass, is also very transparent to X rays. Its 
coefficient of expansion is unusually high, but by the use 
of intermediate glasses, windows of it could probably be 
fused into X-ray tubes. Lindemann (1911) has recently 
constructed focus bulbs provided with windows of a glass 
of lithium borate, which, of all the glasses ever made, is 
probably the most transparent to soft X rays. This glass 

' The same thing ocoure in the use of radium. The highly penetrating 
y rays have no medical value ; it is the softer y and the a and ,8 rays 
which are arrested by the body. 
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is not very permanent, however, but Messrs. Cossor have 
recently brought out an improved hthium glass which can 
be worked and permits joints with platinum, so that X-ray 
bulbs can be constructed entirely of it (Fig. 46), 

Therapentic Use of Characteristic Badiationa. 

It has been suggested that the various characteristic 
radiations p. 112) would find application and lead to greater 
precision and efficiency in curative X-ray work. These 
radiations are each of uniform quality, and it is, therefore, 
only a question of choosing a suitably hard radiation for 
the purpose in hand. But characteristic X rays, as ordi- 
narily generated, are so feeble that hours of exposure are 
required in place of the minutes necessary with primary 
X rays from a bulb. The writer showed, however, in 1908 
(p. 121), that, with a soft bulb, a considerable proportion of 
the rays from an anticathode may consist of its characteristic 
radiation. By this means, an intense beam could be 
obtained from a tube provided with a suitable metal for 
anticathode and a window of thin glass or aluminium. It 
is further advantageous to use a thin filtering screen of the 
same metal as the anticathode. Better still, perhaps, in 
some respects, would be to make the window itself of the 
metal whose radiation is desired and to use the window 
also as anticathode. Such a tube with a window soldered 
to the glass was, in fact, used by Owen (see p. 136). 

Therapeutic Use of Cathode Bays. 

If, as Prof. Bragg has long maintained, and, as is now 
generally believed, the X ray is in itself ineffective and 
owes all its activity — physical and chemical — to the electrons 
which it produces when arrested, then the only purpose 
the X ray serves in therapeutics is to plant the action 
deeper in the body. To produce therapeutic action at any 
particular point, there must first of all be transformation 
of the X rays into corpuscular rays, and then absorption 
of these corpuscular rays. If cathode rays themselves were 
simply discharged at the skin by means, say of a Lenard 
tube (p. 5), they could not penetrate more than about 
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St mm., i.e. about the thickness of a cigarette paper.^ 
Possibly such a treatment might be valuable for some 
surface ailmente, more especially as the radiation would 
certainly be accompanied by an abundance of very soft 
X rays from the aluminium 'window. 

V velocities penetrate, ot courao. 
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CHAPTER XII. 
INTERFERENCE AND REFLECTION OF X RAYS. 

Early Attempts to diffiract X Bays. 

From time to time, a good deal of ingenuity has been 
exercised by. various experimenters in testing whether there 
are, on the boundaries of the shadows cast by small obstacles, 
variations in the intensity of the X rays corresponding to 
optical diffraction fringes. Rontgen (1898) could not satisfy 
himself on the point. Haga and Wind {Wied. Ann. 1899- 
1901) experimented with a V-shaped slit, a few thousandths 
of a millimetre broad at its widest point, and obtained, in 
their photographs of the slit, broadenings of the narrow 
part of the image : if the effect were due to diffraction, the 
same amount of broadening with light would be associated 
with a wave-length of about 13 X 10^® cm. 

It must be confessed that the result is in accordance 
with those recently obtained by crystal-reflection methods 
(p. 201), but Walter and Pohl {A,d.P. 1908), who repeated 
Haga and Wind's experiments, found that the width of 
the image of the slit was largely affected by secondary 
effects in the photographic plate depending on the amount 
of energy sent through the slit, with the result that different 
times of exposure gave rise to images of different widths. 
They concluded that the diffraction effect was not proven, 
and that their own experiments went to show that the 
wave-length of an X ray does not exceed 10~* cm. 

Attempts to re&act X Bays. 

Many attempts have also been made to refract X rays. 
Rontgen, for example, tried prisms of a variety of material 
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such as ebonite, aluminium, and water. He also attempted 
to concentrate the rays by lenses of glass and ebonite. 
Chapman {P.C.P.S. 1912) experimented with a prism of 
ethyl bromide vapour — a substance which is strongly ionised 
by X rays. Two distinct experiments were conducted, in 
which the conditions might have been expected to favour 
a positive result. In one, the X rays were such as to stimu- 
late markedly the radiation characteristic of bromine (p. 
132) ; in the other, the rays were of a type that was selec- 
tively absorbed by the vapour. In neither case, however, 
could any trace of refraction be discovered. 

Reflection Ezperimenta. 

Many fruitless eflforts have also been made to reflect 
X rays.. We now know that the obstacle in the way of 
success to such experiments was the extreme shortness of 
the wave-length of the X rays. The speculsir reflection 
of ordinary light waves is rendered possible by the fact 
that the irregularities remaining in a polished surface are 
small compared with the wave-length of hght. But irre- 
gularities neghgible for light waves become all important 
with X rays, and a reflecting surface, such as mercury or 
plate glass, deals with X rays in much the same way as a 
surface covered with innumerable facets scatters light rays 
in all directions with no trace of regular reflection as a 
whole. 

It was Prof. M. Laue of Munich who, believing that X 
rays were short light rays with wave-lengths of an atomic 
order of magnitude,* conceived in 1912 the notion that the 
regular grouping of the atoms in a crystal, which modem 
crystallography affirms, should be capable of producing inter- 
ference effects with the X rays, in a way analogous to that 
in which diffraction gratings deal with light waves. Laue's 
theory was at once put to the test and triumphantly justified 
by Friedrich and Knipping {A.d.P. 1913). Later, W. L. 
Bragg, at Cambridge, showed that X rays were regularly 

> Plmick's theory of radiation had lod Wion iii 1907 ond Stark in 190S 
to values of 0'7x 10"' and 0-6 x 10"' cm. respectively for the wave-length 
of an X ray. 
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reflected by cleavage planes o£ crystals, and could apparently 
be focussed by bent sheets of mica. These experiments and 
their later developmenta we may now consider in some detail. 

Laue's Theory. 

Cryatailographers have gradually developed the theory 
introduced by Bravais in 1850, which contemplates the 
atoms of a crystal as residing at the angular points of a 
" space-lattice." In a crystal, like atoms are regarded as 
forming a perfectly regular system of points in space, each 
and every kind of atom present in the crystal conforming to 
its own independent system. These different point-systems, 
of course, interpenetrate, the 
result being a parallel net-hke 
arrangement of points, to 
which the term ' ' space-lattice ' ' 
is applied. Thus the crystal 
naturally divides itself up into 
large number of precisely 




— Kepressntation of the 6 



identical elements, in all of 
which the same relative posi- 
tions of the atoms are main- 
tained. This elementary vol- 
ume is, in a sense, the brick 
from which the crystal pattern 
is built up everywhere after 
the same plan. 
The several atoms thus repeat themselves at definite 
intervals, and Laue's notion was that the resulting regular 
avenues of atoms should be capable of acting as a three- 
dimensional diffraction grating for rays of suitably short' 
wave-lengths. 

Laue first considered the case of a simple cubic crystal, 
and assumed that the atoms were arranged at the comers 
of little elementary cubes — this being the simplest cubic 
point-system possible. As the incident X rays pass through 
the crystal, they influence the atoms en route, and a secondary 
wavelet spreads from each atom as a wave passes overit. 
Let us take for convenience axes of reference parallel to 
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the sides of a cube and an origin at the centre of one of 
the atoms, 0. (Fig. SO shows the atoms in the xz and yz 
planes of the Jattice.) For simphcity, consider a beam of 
X rays to enter the cube in the direction of the s axis. Let 
US ascertain the conditiona which will ensure that the wave- 
lets from all the various atoms in the lattice shall co-operate 
or " be in phase " in some particular direction OP, whose 
direction cosines are a, |8, and y.^ 

It is sufficient for the purpose to take the cases of the 

nearest atoms to O on the axis, viz. A, B, and C, and express 

the conditions that the wavelets from these atoms shall he 

in phase with that from 0. These conditions are 

aa =hi . l,^ 

a^=h,.l,\ (1) 

a(l-y)^hs.l,} 
where a is the distance between neighbouring atoms (i.e. 
one side of the cube), / is the wave-length of the X rays, 
and Aj, A^, and h^ are integers representing the number of 
complete wave-lengths that the waves from A, B, and C 
respectively are ahead of the wave from 0. 

From (1) we obtain 

hi h^ h^ a 

and therefore o, 0, and (1 — 7) ought to be in a simple 
numerical ratio. 

From a consideration of the other cubes grouped round 
the z axis, it is apparent that there is a number of other 
points of maximum intensity situated precisely like P with 
reference to the 2 axis, so that if a photographic plate is 
placed to receive the transmitted X rays, there should 
appear, where the waves co-operate, a group of spota of 
fourfold symmetry. 

The Experiments of Friedrich and Enipping. 

Lane's theory was put to the test of experiment at Lane's 
request by Friedrich and Knipping (A.d.P. 1913). All that 

' That is, u, fi, and y aro the cosines of tlie angles wliicli 01' niiikca witli 
the axes of x, y, and « reapeotively. 
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was required was to arrange that a parallel beam of X rays 
should, after traversing a crystal, be received on a photo- 
graphic plate, so that any directions showii^ " interference 
maxima " would be registered as spots. The apparatus 
used is shown in IHg. 81. 

The X rays emitted from the bulb were cut down by 
lead stops, so that a narrow pencil of rays fell on the crystal, 
behind which a photographic plate was placed a few ems. 
distant. The first crystal that was tried gave the result 
anticipated from the theory. The photographic plate showed 
an intense undeflected spot round which was grouped a 
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Kia. 81 .— Kriedrich 



incl Eaipplna'e appacatue for showing i 
jy traiiamitMng tbem through a crystal. 



number of diffracted spots, some of which were deviated by 
as much as 40° from the original direction of the rays (see 
Figs. 82 and 84). If the crystal were moved parallel to 
itself, the grouping of the spots was unaffected. By alterii^ 
the distance of the photographic plate from the crystal, 
the spots, while showii^ but little alteration in size, in- 
creased or diminished their displacement from the centre. 
Further, if the crystal was rotated so as to make a different 
angle with the primary beam, the pattern on the plate 
was affected : by careful adjustment, it was possible to 
obtain positions in whicli the spots grouped themselves 
quite symmetrically round the centre spot. 
The results were generalised for a number of different 
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Fib. 82.— Pattern of Laile gpota oMbIdBiI by FriBdiich and Eitipping whsn 
Xrays are dllinct«d by a ilnc-bknde crystal. The Incident rays are parallel 
to a cubic axis ol the crystal. 




Fig. 83. — W. L. Btaga's winstru 
BpolsHhown In Fig. 82 (ape p. 181] 
PhUomphieal Soeirty.) 



^ion to explain the position of tllB Lsue 
(From the Proeredinet of IheCmabridat 
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crystals. It was found that exposures of some hours were 
necessary to obtain good results, since by far the greater 
proportion of the rays was unaffected and undeviated by the 
crystal. Shorter exposures, however, sufficed to reveal the 
more intense spots. 

Lane's Besnlts for Zinc-blende. 

Figs. 82 and 84 are reproductions of the results obtained 
in the case of zinc-blende when the rays travel along two 
different axes of s3Tnnietry in the crystal. Knowing the 
coordinates of any spot on the photographic plate relative 
to rectangular axes having their origin at the point where 
the primary beam strikes the crystal, we can get at once 
the direction cosines, a, ^, and {1 — 7) of the ray which 
gives rise to that particular spot, and hence we can deduce 
the values of the parameters hi, h^, and hg. Now, as re- 
marked above, since h^, h^, and h^ are whole numbers, 
these values of u,^, and (1—7) should be in a simple numeri- 
cal ratio. This was actually found to be the case in all 
the photographs. In no instance was it necessary to assume 
a number for h^, h^, or Aj greater than 10 to give the values 
of a, fi, and (1 — 7) a whole number ratio. This in itself 
is strong confirmation of the theory that the spots are due 
to interference. 

Each spot has its own values of h^, h^, and A3. These 
have to conform to equations (1). The associated values 
of a, (i, and y have further to obey the relation 
«^+y3''+7^=l, 

and so it follows that there is only one value which Ija can 
have to satisfy all the equations for each spot. Thus every 
spot gives a different wave-length, since the values of h^, 
Aj, and Ag are different for the different spots. It is here 
that an important distinction arises between a crystal grating 
and a line-grating. In a line-grating an interference maxi- 
mum is always possible, no matter what the wave-length ; 
that is to say, the grating yields a continuous spectrum 
with incident white light. But in the case of a three- 
dimensional grating, certain wave-lengths only are eligible 



Dig lizedoy Google 



INTERFERENCE AND REFLECTION 175 




Flo. 84.— Fnttem of Idu« spots obUined by Friedrkti and EnJppJng, wlien 
rays are dJITracteil by a Jlnc-blende cryetal. The ineidejit, raya are paralle] 
a ttlgtinal axis of thf cubic crystal {i.e. diagonal- wise thnni^ii ccntn- <>i I'libe). 




FM. 85.— W, L. 
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to form interference luaxima, so that a contiimous spectrum 
is impossible. A similar effect may be imitated by mounting 
half-silvered parallel plates in front of an ordinary line- 
gratii^. If white light is now thrown on the grating, the 
former continuous spectrum will be replaced by a line 
spectrum representing a series of definite wave-lengths. 

The Laue photographs seem to show that while, in general, 
the larger the values of the integers Aj, h^, and Aj, the fainter 
are the spots to which they correspond, yet, at the same 
time, the smallest integers do not represent the most intense 
spots as one would be led to infer by analogy with a diffrac- 
tion grating, for which the low-order spectra are generally 
the brightest. Not only that, but certain spots associated 
with simple values of A|, Aj, and h^ are absent altogether. 
But if the pattern were the most general possible, then all 
values of the integers, at any rate up to a certain limit, 
should be represented on the plate. 

A satisfactory theory must account for these anomalies, 
and Laue sought to explain them by assuming that the 
primary beam was made up of a limited number of inde- 
pendent homogeneous constituents, the absence on the 
plate of a spot with simple parameters being ascribed to 
the absence of the particular wave-length, which alone is 
capable of forming the spot in question. It was pointed 
out above that any fixed values of h^, h^, and Aj gave a 
definite value for l/a, but it is evident that if we took the 
same multiples of all these values, say, nhi, nftg, and nhg, 
the equations (1) on p. 171 would still be satisfied, but now 
by a wave-length l/n instead of /. By adjusting the values 
of hi, h^, and A3 in this way, Laue was able to account for 
all the spots in the photographs by assuming the existence 
of only five different wave-lengths in the incident beeun. 

The explanation is not, however, entirely satisfactory, 
because these five wave-lengths should give many other 
spots which do not appear in the photographs. 

The Laue Spots for a Zinc-blende Crystal. 

A zinc-blende crystal belongs to the cubic system, and 
crystallography distinguishes between three elementary 
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point systems of cubic symmetry, namely those con- 
taining : 

(1) points at each corner of the elementary cube, 

(2) points at each comer and one at the centre of the 

cube, and 

(3) points at the comers and at the centres of the cube 



Laue assumed that zinc-blende belongs to the first system, 
but in point of fact it almost certainly belongs to the third, as 
Pope and Barlow have shown 
from other considerations. W. 
L. Bragg (P.G.P.S. 1912) was 
led to examine the Laue spots 
of zinc-blende from this point 
of view. 

Adopting this view of the 
structure, Bragg supposed, as 
before, that axes are taken with 
origin at an atom (Pig. 86 
shows the atoms in the xz and 
yz planes), and that when the 
various atoms are stimulated 
by the X rays {incident along 
the z axis), emits a wavelet 
which in the direction OP is h^ 
wave-lengths behind that from atom A on the x axis, and 
so on. The equations (1) on p. 171 ensure that all the 
comer atoms (including that at the origin) shall emit 
wavelets which are in phase alsng OP. It is necessary to 
obtain the corresponding conditions for the centre-face atoms 
(such as D and E), so that their wavelets also shall be in 
phase with those from the comer atoms. 

The difference in phase between the wavelets from D 

and will be ( — -) wave-lengths, since D is situated in 

the middle of the face of the cube. This must be a whole 
number of wave-lengths to give an interference maximum 
along OP ; and it follows that k^ and h^ must either be both 
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odd or both even. The same must also hold for h^ and 
A,. This at once explains why the complete series of values 
of hi, Af, and A, for the Laue spots is not represented on 
the photograph. 

Consider first of all the set of spots in the appropriate 
Laue photograph of zinc-blende (Fig. 82), which have 
Aj = unity. The com'sponding wave-lengths prove to have 
every possible value greater than a limiting wave-length of 
I = 0'034a, where a is the length of the side of an elementary 
cube. The sets of values corresponding to wave-lei^hs 
approaching l = 006a are responsible for the two very 
intense spots in the inner square of the pattern ; all other 
wave-lengths smaller or greater than O-OQa give fainter 
spots until, for the limiting wave-length 0'034a, they ace 
barely visible, Bragg accordingly concluded that the X 
rays utilised in this particular Laue pattern formed a con- 
tinuous spectrum, with a maximum intensity in the region 
of 1= 000a. 

Exactly similar results are obtained for the sets of numbers 
having A, = 2. There are two very intense spots which 
form the outer square, and, in addition, a few others con- 
siderably fainter. Similarly for Ag = 3, in which series there 
are still fewer spots. 

In Table XVIII.^ is displayed a typical set of values of 
Ija for the different spots corresponding to A, = 1. 

The table is very interesting because of its completeness ; 
within a certain range of wave-lengths, every spot anti- 
cipated from theory is registered on the photographic 
plate. 

Thus Bragg's results afford strong support to the atomic 
grouping which Pope and Barlow claim for the zinc-blende 
space-lattice. In later work, Bragg has shown that the 
zinc-blende diffraction pattern is due almost entirely to 
the heavier zinc atoms. The sulphur atoms are situated 
on a similar parallel lattice, which may be reached by 
stepping along one quarter of the diagonal of the elementary 
cube of the zinc-lattice. 

1 Science Prngresa, January 1913, to n 
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Table XVin. 

Zino-bleade cryetal ; incident X rays parallel to a cubic i 
Values of wave-length for Ag=l. 



Value 


Vftlueaof (/a, torA3=I. 














\ = l 


A, = 3 


A, = 5 


A, = 7 




1 


(oft the 


0-178 (m) 


0-073 (v) 


0-039 {v) 


0024 




photograph; 








(invisible) 


3 


0-178 (m) 


0-104 (t>) 


0-057 (v) 


0-034 (/) 


0-022 
(invisible) 


5 


0073 (u) 


0-057 (u) 


0-039 {m) 


0-027 

(invisible) 


~ 


7 


0039 (/) 


0-034 (/) 


0-027 
(invisible) 


~ 


" 


9 


0-024 

(invisible) 


0-022 
(invisible) 









W. L. Bragg's Theory of the Laue Spots. 

Bragg was led to bring forward an alternative explanation 
of the Laue interference phenomena from the point of view 
of the parallel and equidistant planes of atoms which can 
be pictured in a crystal. Meiny systems of planes can, of 
course, be chosen, but we can confine the choice to the 
relatively few systems in which the planes are rich in atoms. 

Contrary to the view of Laue, Bragg {as mentioned above) 
supposed that the incident beam of X rays contained (like 
white light) every possible wave-length over a wide range, 
and thus formed a continuous spectrum of rays. Imagine 
then that such a beam falls on a crystal, and let us assume 
that when it strikes a system of parallel planes of atoms a 
small amount of energy is reflected by each plane. The 
wave front of the reflected beam from a particular plane is 
formed by the wavelets sent out by the individual atoms 
in the plane. If the distance between successive planes is 
d, and the glancing angle of the rays is 9, the train of 
waves reflected from the different planes in the system 



Dig lizedoy Google 



180 X RAYS 

will follow each other at intervals of 2dsmd ; and if the 
wave-length is such that this distance is equal to a whole 
number of wave-lengths, the waves will reinforce each other, 
and we shall get an interference maximum in that direction. 
Hence in this case, when the incident beam contains every 
possible wave-length, a particular system of planes in the 
crystal picks out, so to speak, the right wave-lengtha, and 
the result of the simultaneous working of all the various 
systems of planes is to resolve the beam into its constituents. 
If the angle of incidence is altered, then different wave- 
lengths will in general be selected to form the interference 
maxima. 

On this view, the different intensities which the various 
spots exhibit might be due either to an unequal distribution 
of the energy in the spectrum of the incident X rays or to 
a difference in the closeness of packing of the atoms in the 
various reflecting planes. 

Bragg's method of regarding the interference is, of course, 
analytically equivalent to that of Laue. The reflection- 
method has the great advantage of being more readily 
pictured, especially in considering what happens when a 
crystal is rotated, in which event the pattern of spots is 
distorted exactly as it would be if the spots were reflections 
in plane mirrors. By changing the angle of incidence, we 
alter the phase difference {2d sin 0) between waves from 
successive planes ; and so a spot produced initially by a 
certain wave-length continues to represent without break a 
sequence of the wave-lengths present in the incident beam. 
If, as Laue imagined, certain wave-lengths only were pre- 
sent in the incident X rays, then as the crj'stal was slowly 
tilted spots would suddenly appear and disappear on the 
plate ; but, on the contrary, when the experiment is tried, 
the same spots can be traced continuously across the plate. 
It is also interesting to notice that some spots are very 
much changed in intensity as the crystal is tilted. One 
spot, for instance, which is barely visible in the symmetrical 
pattern, becomes, in another position of the crystal, the most 
intense of all, because its new wave-length now coincides 
with the maximum in the .spectrum of the X rays. 
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The elliptical shape of the Laue spots is a direct con- 
sequence of the fact that the incident pencil of X rays is 
not strictly parallel but slightly conical, and so the reflected 
pencil, which is obliquely received on the photographic 
plate, shows an elliptical section. 

Elliptical Loci of Laue Spots. 

With prolonged exposures, many more spots appear on 
the photographic plate than can be detected in Fig. 82. 
As Fig. 83 shows, the various spots group themselves natu- 
rally on ellipses of various sizes, all of which pass through the 




matrating elliptical loci ol laue 



central spot. These ellipses, which are nearly circular, are 
sections of circular cones having the incident beam as a 
generator. The elliptical locus is a consequence of the fact 
that the various systems of parallel planes which can be 
selected in a crystal may have all manner of orientations ; 
the atoms are grouped on parallel straight lines as well as 
on parallel planes, and each of these rows has a set oi planes 
piur^el to it. For example, suppose as before that a beam 
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of X rays travels along the z axis, and coneider a < 
packed plane of atoms passing through the line OS (Fig. 
Bl), S being a point in the xz plane. If this plane of atoms 
contaim the y axis, then the reflected beam will pass along 
OP. But there is a family or " zone " of planes of atoms 
which can also be selected as passing through 08, and as 
we pass in rotation from one of these planes to another, the 
reflected beam OP will sweep out a circular cone with OS 
as " zone-axis." The trace on the photographic plate (which 
is at right angles to the z axis) will accordingly be an ellipse 
which passes through Oz and touches the yz plane. 

Similarly, if the plane is rotated about a zone-axis which 
is in the yz plane and passes through the origin, the ellipse 
passes through the z axis and touches the xz plane. Now 
suppose that there is a plane of atoms in the crystal which 
contains both these zone-axes, then the reflected beam 
from this plane will give a spot at the intersection of the 
two ellipses obtained as above. 

We can in this way, by drawing ellipses corresponding to 
rotations about various axes through the origin, locate 
almost all the Laue spots. This is done in Fig. 83, which 
graphically displays a key to the spots for zinc-blende 
when the incident rays traverse a cubic axis of the 
crystal. 

The ellipses are marked in each case with the co-ordinates 
of the atom nearest the origin through which the axis of 
rotation passes. The scales of co-ordinates are measured 
in terms of a unit equal to half the distance between con- 
secutive points along the axes. This unit is chosen because 
the only system competent to account for all the Laue 
spots in the case of zinc-blende, is that in which there are 
points both at the corners and face centres of the elementary 
cube (see p. 177). 

Stereo£iapliic Projection of Laue Spots. 

In representing a Laue pattern diagrammatically, it is 
tedious and inconvenient to draw the various elliptical loci. 
A much easier method is, however, possible without unduly 
distorting the pattern. 
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Suppose the X-ray beam AO (Fig. 88) traverses the 
crystal at 0, the undeviated beam striking the photographic 
plate ZD at Z. Let OS be a "zone-axis "; the rays reflected 
in the family of planes which pass through this zone-axis 
lie on a circular cone, of which 08 is the axis and OZ and 
OP are two generators. This cone cuts the sphere of which 
OZ is a radius, in a circle of which ZB is a diameter. The 
projection of this circle on the plane Zi)from the " pole " A 
is also a circle, of which ZP" is a diameter and 8 is the centre. 



Pla>|-e 




FIO. 88. — Geometrical couatruction to explain elereogtaphlc prolettlon uf Laiiu bikiIs. 

Thus, if we consider the Laue pattern which is formed 
on the surface of the sphere ZBA, and then project this 
pattern on the plane ZD from the pole A, we shall have 
a new projection in which the ellipse with ZP as major 
axis is replaced by the circle on ZP' . The distortion of 
the pattern of spots by the transformation is very small 
except in the regions remote from the centre ; and we 
now have the convenience of drawing circles instead of 
ellipses. It is easy to calculate the positions of the centres 
of the circles, such as 8, from the dimensions of the pattern 
when the crystal is symmetrically placed. 
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An application ot thiu method of projection to the case 
of zinc-blende ia shown in Fig. 85, It will be observed 
how closely the diagram follows the corresponding photo- 
graph obtained by Friedrich and Knipping (Fig. 84). 

Displar of Lane Spots by Fluorescent Screen. 

Terada [Proc. Malh.-Pkyn. Soc. Tokyo, Ap. 1913) found 
that by the utte of a sufticiently transparent crystal and a 
not too narrow beam of X rays/ he could detect the Laue 
spots visually by means of a fluorescent screen. 

On rotating the crystal, the elliptical loci of spots referred 
to above are strikingly displayed. 

The fluorescent method is likely to be especially useful 
for a rapid initial examination of a crystal. It is also of 
value for watching the progressive behaviour of a crystal 
which is being subjected to physical or chemical treatment. 
For instance, it was found that on heating a crystal of 
borax, the spot;; remained visible until the crystal was 
almost entirely melted. 

Interference by Metallic Crystals. 

Little work has been done so far on metallic crystals. 
K.eene (P.M. Oct. 1913) found that if a beam of X raye 
was passed through freshly rolled metal sheets, a sym- 
metrical pattern was formed on a photographic plate place<j 
behind the sheet. The axis of symmetry of the patterr 
was parallel to the direction in which the sheet had beei 
rolled. A rotation of the sheet in its own plane producec 
a corresponding rotation of the spots in the pattern, I 
the sheet were heated and allowed to cool, the patten 
was replaced by a number of radial streaks arranged in f 
circular hand around the undcflected spot. A very ok 
specimen of metal gave the same result. These radia 
streaks are undoubtedly due to reflection from small crystal 
formed in the one case by age and in the other by annealing 

The subject was also investigated by Owen and Blak< 
{N. Feb. 19, 1914), who adopted a reflection method, i 
piece of copper was cut in two and one of the pieces wa 
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annealed, while the other was untreated. A beam of X 
rays was allowed to fall in turn on each of the samples, 
with the result that a large number of spots were obtained 
on a photographic plate in the case of the annealed specimen, 
while no effect was produced with the other specimen. The 
difference is, in the one ease, to be accounted for by the 
presence of innumerable small crystals variously oriented, 
each of which reflects its quotum of the origtriEil beam, 
while in the unannealed specimen there is an absence of 
crystalline structure and regular atomic grouping. The 
experiments answered equally well if the surfaces were 
highly polished or badly tarnished. 

Owen and Blake further obtained the Laue spots for a 
metallic crystal. Owing, however, to the difficulty of secur- 
ing a single crystal, the resulting patterns were not sym- 
metrical. Crystals of antimony, zinc, and an aluminium 
alloy (SO per cent, Al, 50 per cent.Cu) were tried. 

Interference Phenomena with y Bars. 

We have every reason to believe that the great pene- 
trating power of most 7 rays is due to the shortness of 
their wave-length as compared with that of X rays. It 
follows that for pronounced reflection of y rays the parallel 
planes of atoms in a crystal should be very close together. 
It might be anticipated that crystals which show marked 
X-ray reflection would not be so successful with the hardest 
y rays, and this, together with the fact that a beam of 
y rays is always very weak, explains the very long exposures 
which have been found to be necessary to give even faint 
photographic impressions of the reflected beam. Prob- 
ably better results could be obtained with dense metal 
crystals, in which the atomic planes are nearer together 
than in most crystalline salts, or by using crystals of great 
thickness. 

Shaw {P.M. July 1913) found that by exposing, for 
several weeks, a plate of mica to y rays, at almost grazing 
incidence, he obtained, on a photographic plate, a series of 
lines which were, however, too faint to allow accurate 
measurement. 
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Rutherford and Andrade {N. Oct. 30, 1913) have recently 
carried out a similar investigation, using as the source of 
their y raya a thin-walled a ray tube which contained 100 
millicuries ^ of radium emanation. The y rays are given 
off by the products of the emanation, viz. RaB and RaC, 
A pencil of rays was allowed to fall on a crystal of rock-salt, 
and the reflected beam was examined photographically. 
Now, as was remarked on p. 118, among the groups of 
homogeneous y rays from RaB is a strong charaoteristio 
L radiation, whose X/p in Al is 14'7. 

From the known data of the crystal it was calcidated that 
this L radiation should be reflected at a grazing angle iA 
9°, and on examination the photographic plate waa found 
to show a group of fine lines between 8° and 10°. A slmilu 
group of lines was obtained with a grazing angle of 2° : 
is possible that these are first-order lines, of which the bi 
or third order are in the 9° position. Similar results wtn 
obtained fur a crystal of potassium ferrocyanide. 

The " Reflection " of X Rays. 

It will have been remarked how completely and sstia- 
factorily the various Laue phenomena are interpreted on 
W. L. Bragg's view of reflection from planes of atoms. 
Bragg was led, at the suggestion of C. T. R. Wilson, to 
ascertain whether X rays were regularly reflected from 
cleavage planes in crystals : such planes are known to be 
very rich in atoms. Mica at once suggested itself, and the 
experiment, when tried, proved immediately successful, only 
a few minutes' exposure being required to give a visible 
impression on a photographic plate. 

A fuller investigation of the reflection phenomena was 
carried out by Prof. W. H. Bragg and his son, W. L. Bra^. 
Their work, which is of great importance, is described in a 
aeries of papers in the Proceedings of the Royal Society for 
1913 and 1914. Experiments on similar lines were con- 
ducted at the same time by Moseley and Darwin (P.M. 
1 equilibrium with 1 milli- 
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1913) at Manchester. In both investigations, an X-ray 
spectrometer was used in which an ionisation chamber was 
substituted for the customary telescope, while a lead tube 
with slits acted as the collimator and ensured a fine pencil 
of rays.^ Bragg's apparatus is illustrated in Fig. 89. 



r^T 


Bb- ■■ mmM 







PlO, BB.— Photograph o( Bragg'a X-ra 
an X-ray bulb. Si and S-, ace adjusUt 
on to the face of tin citbUI C. The i 
Sa Into tbs ionisation rnsmber /, wbei 
acope In tlie metal box E. K Is an earthing key ; AT. a mice 
the electroBCope. C and / can each be rotated about the a 



Of the pencil of X rays which falls on the face of the 
crystal, only a small fraction is reflected. In order to 
increase the effect in the ionisation chamber, the Braggs 
filled it with a heavy gEks or vapour, usually sulphur dioxide. 
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MoHeley and Darwin used helium and augmented the effect 
by an ingenious method depending on ionisation by collision, 
Buch as is described on p. 89. The crystal was mounted 
as a reflector on the central revolving table. There is no 
need to polish the surface of the crystal, as the underlying 
planes of atoms are the effective agents : in many cases, 
Prof. Bragg merely rubs the surface on sand-paper. The 
ordinary method of fracturing a crystal so as to provide a 
cleavage surface is apt to produce incipient if invisible 
fissures in other cleavage planes in the crystal ; these, 
together with the natural faults which occur in many cry- 
stals, are probably the cause of the multiple images or 
ghosts which have worried many experimenters. The X-ray 
bulb should be very " soft " — in many of Bragg'a experi- 
ments the cathode stream (see p. 34) was visible over its 
whole length. 

While the reflected beam has all the properties of X rays, 
and is, in general, similar to the incident beam, it differs 
in one important particular, that of penetrating power. 
This is due to the fact that the different constituents of the 
incident beam are not reflected equally by the crystal, with 
the result that the two differ in their average hardnesB. 
The reflected beam, may indeed be considerably harder than 
the incident beam. 

All the experiments, however, go to show that both 
incident and reflected radiations consist essentially of the 
same constituents, but that these 
constituents are present in differ- 
ent proportions in the two beams. 
Fig. 90 shows graphically the 
way in which the ionisation varies 
as the chamber is moved ewjross 
the region of the reflected beam. 
No matter what the angle of 
' \. „ incidence, the position of maxi- 

mum ionisation corresponds with 
great precision to the angle of optical reflection, although 
the magnitude of the maximum ionisation varies greatly 
with the crystal and its position. 
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If for any particular crystal-face a series of measurements 
is made at varying ai^etj of incidence, and the strength 
of the reflected beam is plotted against the glancing angle, 
then, while there is a general reflection of the rays at all 
angles, the reflection increases very greatly as grazing inci- 
dence is approached. 

Superposed on this curve, there is, at certain very sharply 
defined angles, a sudden and large increase in the intensity. 
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which shows itself as marked peaks on the curve. Fig. 91 
is the curve obtained by the Braggs for the rays from a 
platinum antioathode. The reflector in this instance was 
a rock-salt crystal, though the general form and relative 
proportions were found to be the same for all the crystals 
examined.^ The curve shows three prominent peaks (marked 
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', quartz. 
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A, B, and C in the figure) thrice repeated. The rays eoire- 
Hponding to each of these peakn are found to be homogeneoue 
when tested by the usual abuorption method. Correspond- 
ing pealcB in the different Beries prove to be dosely related : 
not only are the absorption coefBcienta of the rays producing, 
for instance, £,, B^, and B^ identical, but the sines of their 
reflection angleK are in simple ratio. For example, the 
several angles of reflection of the B peaks are 

lV-55, 23°65, and 36°-65. 
The sines of these angles are 

0-200, 0-401, and 0-697, 
which are very nearly in the ratio of 1, 2, and 3. 

There can be little doubt as to the interpretation of these 
results. The peaks A , B, and C represent three different sets 
of homogeneous rays which appear as first, second, and third 
order spectra. Kays of a definite quality are reflected from 
a crystal when, and only when, the crystal is set at the correct 
angle. The three groups of rays are not manufactured in 
the crystal, for their properties prove to be the same, no 
matter what crystal is used. The incident X rays consist, 
in fact, of " independent " rays of all wave-lengths with an 
admixture of homogeneous radiations characteristic of the 
platinum anticathode (compare Kaye and Beatty's result4< 
on pp. 36 and 127). 

Moseley and Darwin (loc. cit.), using rather more refined 
apparatus, similarly detected five homogeneous constituents 
in the platinum radiation ; peaks B and C are, in fact, close 
doublets (see p. 201). The proportions of these coostitnents 
appeared to depend on the state of the X-ray bulb. 

Barkla and Martyn {P.P.S. 1913), using a divergent pencil 
of X rays, demonstrated somewhat similar results photo- 
graphically ; and Owen and Blake {N. April 10, 1913), by 
using narrow pencils of rays, obtained phot<^raphic spectra 
of lines so well defined as to permit great accuracy of 
measurement. To increase the separation between the 
lines, the plate was mounted very obliquely to the reflected 
beam. The angles nf reflection agreed very closely with 
those obtained by Moseley and Darwin. 
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Tbe Two Methods of Analysis. 

To recapitulate, there are then two diatinct methods of 
crystal-analysis depending on X rays. 

(1) The Laue transmission method, which uses the inde- 
pendent, heterogeneous {or " white "} X rays that commonly 
constitute the greater part of the output from an ordinary 
bulb. The crystal plays a part somewhat like that of a 
" crossed " transmission grating, and the structure of the 
crystal controls the pattern of the diffracted spots. 

{2) The Bragg spectrometer method, which employs the 
homogeneous X radiations and uses the crystal as a re- 
flection grating. The structure of the crystal evinces itself 
in the distribution and intensity of the spectrum lines 
among the various orders. The Bragg method gives the 
data by which the dimensions of the lattices of crystals 
can be compared, and the X-ray spectrometer has already 
proved itself a powerful instrument for examining crystal- 
structure. The Laue method, on the other hand, can only 
supply information concerning the nature of the lattices, 
and that in a limited degree. 

Crystal-Stbttctube . 

We must now refer, if only briefly, to the recent important 
work which has been done by W. L. Bragg {P.R.S. 1913) 
on the structure of crystals. 

In order to arrive at the structure of a crystal and the 
dimensions of its space-lattice, we require to determine 

(1) to what point system it belongs ; 

(2) what are the several distances separating the atomic 

planes parallel to the different crystal faces. 
On these lines, Bragg attacked, first of all, the problem 
of the structure of the halogen salts of the alkaline metals, 
all of which form cubic crystals. 

(1) Nature of the Space -Lattice. 

The salts dealt with were the chlorideR of sodium and 
potassium, and the bromide and iodide of potassium. The 
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Lauu pattem» went ubtaiiied for each of these when the 
X iHys fell normally on a plate cut parallel to a cube-face. 
On « iiriori grounds, wc might anticipate that these chemi- 
cally Himilar bodies would all belong to the same point 
system and give identical Lauc patterns. On the contrary, 
when the teats were made it was found that 

(1) potassium chloride gave rise to a simple pattern such 

as would be produced by a simple cubic lattice of 
the firet kind (p. 177) ; 

(2) potassium bromide and iodide each produced the 

pattern characteristic of the face-centred lattice of 
the third kind {p. 177) ; 
(:t) sodium chloride gave a third pattern more complex 
than either of the others, and apparently intermediate 
between them. 

The most obvious and plausible explanation of this dis- 
similarity is that the relative masses of the two constituent« 
affect the diffracting ability of the molecule. It is reason- 
able to infer that a heavy atom would form a better diffract- 
ing centre than a light one, and, if we assume this to be the 
case, the apparently strange results become rational. In 
the case of potassium chloride, the atomic weights of potas- 
sium and chlorine (39- 1 and 35-5 respectively) are sufficiently 
close for the atoms to be equally efficient as diffracting 
centres. The disparity in the atomic weights of sodium 
and chlorine (23 and 355) complicates the rock-salt pattern, 
while with potassium iodide (39' 1 and 127) and bromide 
(39-1 and 799) one atom is so much heavier than the other 
that the system consists in effect of only one kind of atom 
on a simple space-lattice. 

We have now to conceive a grouping of metal and halogen 
which, though common to all four salts, will bring out the 
points of difference. Following Bragg's notation, let us 
distinguish between the two kinds of diffracting centres in 
a salt by calling one black and the other white. Then the 
points must bo arranged in such a way that 

(1) there are equal numbers of hlaek and white ; 
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(2) the arrangement of points, black and white, taken 

all together is that of the first cubic space-lattice, 
viz. points at the comers only of each elementary 
cube {p. 177) ; 

(3) the arrangement of blacks alone or of whites alone 

is that of the third cubic space-lattice, viz. points 
at the comers and face-centres (p. 177). 

An arrangement which gives this result is shown in Fig. 
92. The space-lattice formed by the whites is the same 
as that formed by the blacks, each of the two being the third 
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system. If black and white centres become identical, as 
in KCl, the lattice becomes the simple cubic one of the first 
type. 

The evidence for this arrangement of the atoms in these 
halogen salts seems very weighty, but we are still unable 
to say with certainty whether the diffracting unit at each 
point of the system contains only one at^m or more. Bragg 
has, however, brought strong .support in favour of the view 
that single atoms are associated with each centre. Laue 
photographs were obtained for three such different sub- 
stances as zinc-blende (ZnS), fluorspar (OaF^), and calcite 
(CaCoj) ; in each case the X rays traversed the crystals 
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along the trigonal axes.* The patterns proved to be identi- 
cal, which point» to the fact that the diffracting centres are 
arranged on precisely similar npacc-latticee in all three cases. 

But, since a space-lattice is an arrangement in which 
each point in situated relatively to its neighboius in exactly 
the same way as every other point, it would be impossible 
to arrange complex molecules in a space-lattice unless only 
one point in each molecule were effective. We are led to 
infer that, at any rate in the above cases, each molecule 
acts as a single point, by reason of the fact that it contains 
one atom much heavier than the rest ; and that it is the 
lattice of the heaviest atom in the molecule which is re- 
sponsible for the diffraction pattern observed.* 

Thus far, well and good, but to complete the argument 
in support of the view that each diffracting centre contains 
only one atom, we need to know the comparative dimen- 
sions of the lattice of the several crystals. This we can 
get by the X-ray spectrometer, as we will now proceed to 
indicate. 

(2) Separation-DistanceB of Atomic Planes. 

A knowledge of the angles at which the various X-ray 
" peaks " are reflected in the spectrum of an element, 
enables us to find the distance between the planes of the 
reflecting system in terms of the wave-length of the X rays 
concerned. By measuring the first-order value of the 
glancing angle in /.2rfsind 

for the reflection curves from the three primaiy planes of 

T' T 

for the three principal directions. We can thus deduce 
both the form of the elementary parallelopiped and the 

value of — -j 

piped. Now, if p is the density of the crystal, the mass 

• I.e. diagonal -wise through the centre of the cube. 

'Bragg's later work leads liim to the eonclusion that the scattering 
power of nn afom is proportional to its atomic weight. 
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associated with each parallelopiped, and so presumably with 
each diffracting centre, is Vp. li M m the molecular weight 
of the substance, the number of molecules associated with 

each centre is — i-, which we may write iH-^- —)• If, in a 

series of comparative experiments, I is kept constant, then 
the expression within the brackets is proportional to the 
number of molecules per centre, and can, moreover, be 
evaluated by experiment. Bragg proceeded to do this for 
a number of different crystals, each of which contained one 
heavy atom, viz. zinc-blende (ZnS), fluorspar (CaFj), calcite 



Table XIX. i 



Crystal. 


LaUice. 


Denrtty 


MoLWt 


Face. 


e 


f 


I Is 


Sylvine, KCl 


Simple cubic 


1-97 


74-5 


(100) 
(111) 


10.2 
18-0 


1-62 


23-4 0605 

22-2 


Rock-salt, 
NaCl 


Face -centred 
cubic 


2 15 


58'5 


(100) 
(110) 
(111) 


11-4 
160 

9-8 


263 

1-82 
2-95 


32-5 j 1-22 
33-9! 
33-5 1 


Zinc-blende, 
ZnS 


Face-centred 
cubic 


406 


97-0 


(110) 


16-5 


1-78 


30-8 1.28 


Fluorspar, 

CaFj 


Face-centred 
cubic 


3-18 


78-0 


(100) 
(111) 


117 
10-3 


246 

2-79 


29'8 MS 

28-3 1 


Calcite, 
CaCOg 


Rhombo- 

hedral 


2-71 


100-0 


(100) 
(111) 


10-S 
11-2 


2-74 
2-60 


44-8 


1-22 


Iron pyrites, 
FeS, 


Face centred 
cubic 


503 


120'0 


(100) 


121 


2-39 


27-3 


1-15 



$ ^glancing angle of Ft B peak, first older. 
I = nave-length of Pt B peak. 

d =diatance between planes parallel to the face investigated. 
y =vohune of elementary parallelopiped, calculated from this value of 
d and a knowledge of the nature of the lattice. 
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(Oaf'O,), iron pyritew (FeS,), and rock-salt (NaCl). Using 
in fvcrv caw the homogeneous rays of the B peak of Pt, 
he fount) that the value of the quantity waa, within a few 
per cent., the name for all Kubstances. His results are put 
out in Table XIX. 

Thus the number of molecules associated -with each diffract- 
ing centre is the name, and if wc take into consideration 
the very different constitution of these crystals, this fact 
seems to point to the association of one molecule, and one 
alone, with each diffracting centre. By combining this 
result with the deductions on p. 194, it would seem that, 
since there is only one heavy atom in each molecule, the 
pattern obtained with the various crystals is due to a space- 
lattice formed by the association of only one heavy atom 
with each centre. 

It will be noticed that potassium chloride gives a value 
for Vp/l^M equal to half that for the other crystalB, the 
explanation being that the two atoms, being of neaiiy the 
same weight, are equally effective as diffracting centres, 
and that a parallelepiped with half the side is now the 
crystal unit. 

The above ailment is obviously not a complete proof 
of this important point, but the prohahiUty of the truth 
of the assumption that each centre represents a single atom 
has been strengthened by each and every one of the many 
varieties of crystals subsequently examined. 

In later work, Bragg has been able to allcwate the 
positions of both the light and heavy atoms in many types 
of crystals. 



Dimensions of SpArE-LATXicB and Wave-length of 
X Rays. 

If the arrangement assigned to the alkaline salts is coirecf , 
we are now in a position to calculate the wave-length of 
the B peak, Pt radiation, for 
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Take the case of rock-salt (NaCl), 

Molecular weight, M = 585 x lt>4 x 10"^* grammes. 
Density, - - /» = 215 gm./cc. 

Vfl^ = 33'3 (experimentally determined). 
.-. P(33-3x2l5) =585xl-64xlO-"; 
whence i» = 1-34 xlO'^* 

and I = 110xlO-»cm., 

which gives us the wave-length of the homogeneous radiation 
of the B peak of platinum. 

By means of the values of dfl given in Table XIX., wc 
. can calculate the lattice-constants for any of the crystals 
investigated. 

Platinum L Badiation. 

The mass -absorption coefficient in Al of the rays con- 
stituting the B peak of platinum was measured by Bragg 
and found to be 23'7. From Fig. 59 this value corresponds 
either to a X characteristic radiation from an element of 
atomic weight 725 or an L characteristic radiation from 
one of atomic weight 198. The atomic weight of platinum is 
195 : the agreement is too close to be fortuitous, and there 
can be little doubt that the B peak is due to the L radiation. 

We have the means of deriving further relations. From 
Whiddington'a rule for K radiations (p, 126) we can cal- 
culate that the cathode-ray energy necessary to excite the 
K radiation from an atom of weight 725 is about 2x10'* 
ergs. This energy should be equal to the energy of the 
X ray excited, which, if Planck's radiation formula holds 
in this connection, is given by hv *■ or hVll. h is Planck's 
constant (6'55xlO"^' erg sec), v is the frequency of the 
radiation, and V is the velocity of light. Now we have 
just shown that Pt L radiation has a wave-length of 
riO X 10"^ em., and therefore 

AF _ 6-55 X 10'-' X 3 X 10' ° 
I 110x10 = 

= I'78xl0- = erg3 
— which is in fair agreement with the calculated value. 
^ hv ia the energy of a quantum, according to Planck's theory. 
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X-tay Spectra. 

In later work IP.R.S. 1913 and 1914} the Braggs have 
conducted further experiments using a variety of anti- 
cathodes. The three allied metals, osmium, iridium and 
platinum, yield X-ray spectra with certain common char- 
acteristics. Each contains three main groups of homo- 
geneous rays, together with a good proportion of general 



Rhodium An rica-rh ode 
Rock-Sair Reflecror 
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Glancing Angles of Incidence of X Rays 

FlU. O^i.^peutium showing diatribution i>l energy in X nys from rbodiuni. 
TJiere is u Jarae proportioii ot mouochiomatic radlatlun, nod very little "wbllB" 

radiation. The spectra of palladium and rhodium are very 
similar to each other ; each is very nearly homogeneouii, 
at any rate with a soft bulb (see p. 121), and contains little 
general radiation. On this account, both radiations have 
been employed a great deal by the Braggs in their later 
crystal experiments. Fig. 93 shows the rhodium spectrum. 
It needs to be pointed out that Figs. 91 and 93 are examples 
of X-ray spectra of which the general form depends on the 
eircumstances. While it is true that the spectral lines 
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themselves are invariable in position, their relative intensity 
and that of the general radiation are modified by such factors 
as the hardness of the X-ray bulb, the presence of any 
filtering screens, the type of discharge, and, of course, on 
the resolving power of the spectrometer. The chemical 
nature of the crystal also exerts a marked effect on the 
distribution of the energy. Bragg has shown that this is 
due to the selective absorption by the atoms of the crystals 
of the various components of the X rays. 

Moselesr'B HxperunentB. 

Moseley {P.M. Dec. 1913) has recently examined photo- 




•- Increasing Wave Length 

no. 94. — Moaeley's photogTBphs of the X-rny or htgh-treq nancy apctit 
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graphically the Hpeutrum of X rays produced by a crystal 
of potaHsium ferrocyanide used as a reflectioD grating. The 
method has the advantage of doing away with the necessity 
of keeping the source of radiation constant. Moseley em- 
ployed Kaye's apparatus for generating characteristic X 
rays (p. 121), and found that for a range of elements ex- 
tending from calcium to zinc, the spectrum consisted in 
each case of two sharply defined lines, of which the longer 
wave-length was the more intense ; this latter is doubtless 
the K radiation. The various spectra are placed in approxi- 
mate register in fig. 94. It will be noticed that the wave- 
length increases as the atomic weight diminishes. The 
presence of any impurities is clearly shown in the spectra; 
the simplicity of the spectra suggests a powerful metho<l 
of chemical analysis. The characteristic radiations are ap- 
parently very homogeneous, to judge by the photographs. 
Moseley has made important deductions from his results, 
bearing on Rutherfonl and Bohr's theories of the structure 
of the atom (see p. 18). 

A series of wave-lengths of the various "lines" in the 
X-ray spectra is given in Table XX. 

Selation of Wave-lenfftli to Atomic Weight. 

From Whiddington's results (p. 125) the energy of a 
characteristic X ray is roughly proportional to the square 
of the atomic weight ; and, at the same time, according 
to Planck's quantum theory of radiation, the energy of an 
X ray is inversely proportional to its wave-length. We 
have an opportunity of testing this in Table XX., where 
the wave-lengths of the K radiations of twelve metals are 
given. Taking one of the intermediate metals (cobalt) as a 
standard of reference, the relative values come out as follows : 

Cft. Ti. V, Or. Mn. Fe. Ni.' Co. Cu. Zn. Kh. Pd. 

(Atomic weight)^ - 46 66 75 78 86 90 99 100 116 123 304 328 
1 /(Wave-length) ■ 53 65 72 78 85 92 108 100 116 124 298 314 

Thus the wave-lengths are approximately proportional 
to the reciprocals of the squares of the atomic weight-s, over 
a conwiderable range of atomic weights. 

* From an X-my point of view, Ni behavea lilce an element with an 
atomic weight of about tir5. 
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The values below are due to Moseley, Moeeley and Darwin, aud 
Bragg. They are given to the nearest 0006 A.u. All the ineaeure- 
mente depend on W. L. Bragg's estimate of the atomic distances 
in the case of roek-salt (p. 197). See p. 235 for later values. 



Klement. 


«t". 


W«ve-length. 


Bemacks. 


Calcium 


40-1 


3-36 X 10-8 cm. 








3-09 


Weak 


Titanium 


48-1 


2-76 


Strong K 






2525 „ 


Weak 


Vanadium - 


51 1 


2-52 


Strong K 






230 


Weak 


Chromium ■ 


52 


2-30 


Strong K 






209 „ 


Weak 


Manganese - 


54-9 


2-11 


Strong K 






1-92 


Weak 


Iron 


56-9 


1-945 „ 


Strong K 






1-765 „ 


Weak 


Cobalt - 


69 


180 


Strong K 






1-63 


Weak 


Nickel - 


58-7 


1-66 


Strong K 






1-505 „ 


Weak 


Copper- 


63 6 


1-55 


Strong K 






1-40 


Weak 


Zinc - 


65-4 


1445 


Strong K „ 






1-305 „ 


Weak 


Rhodium - 


102-9 


0-805 „ 


Strong K 






0-53 


Weak 


Palladium - 


106-7 


0-575 


Strong K 






0-61 


Weak 


Tantalum 


181-0 


1-525 


Strong L „ 






1-33 


Weak 






1-29 


Weak 


TungatiJii 


184-0 


1-25 


L 


I'latinuni - 


195-2 


1-305 „ 








Ml 1 
1-09 '• / 


i 






0-95 








0-92 
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It may be added that C. G. Darwin (P.M. Feb. 1914) 
remarks, from a scrutiny of Moeeley's wave-lengths and 
Barlda's absorption coefficients (p. 115) for a considerable 
range of qualities of homogeneous X rays, that it X is the 
absorption coefficient and I is the wave-length, then 

P oc X= almost exactly. 

But from the above, 



(atomic weight) 



and therefore 



(atomic weight)* 
— which is Owen's fifth power law, referred to on p. 116. 

Wide Bange of Electromagnetic Waves. 
■ Witli tlie addition of X rays to the list of electromagnetic 
waves already known, the table of wave-lengths is extended 
greatly in one direction. At the other end of the scale are 
the waves which were originally discovered by Hertz and 
are now used in wireless telegraphy. The longest wave- 
length generated up to the present is about 15,000 metres, 
or a little over nine miles : the shortest is a few milli- 
metres. The waves ordinarily used in " wireless " are a 
few thousand metres long, e.g. the wave-length of the wire- 
less time signals from the Eiffel Tower is 2000 metres ; of 
the Navy signals, from 600 to 1800 metres ; of trims- 
Atlantic signals, 7000 metres or more. 

Next to Hertzian waves, in order of magnitude, come 
the infra-red or heat rays, the greatest wave-length yet 
observed being y'tF mm. We pass from these right through 
the visible spectrum to the ultra-violet rays, which have 
been explored as far as wave-length 10"* cm.; these are 
examined photographically. An extreme form of ultra- 
violet rays is probably represented by the " Entlad- 
ungstrahlen " which are emitted from electric sparks, 
or the negative glow in a discharge tube (see Laird, 
P.R. 1911). 
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Next come X rays with wave-lengths of the order of 10"^ 
cm., and beyond them the most penetrating of all — the y 
rays — of whose wave-lengths little Is yet known. 

The various wave-lengths are summarised in Table XXI, ; 
they cover, as will be seen, the amazing range of about one 
thousand million million fold. 



Table XXI. Wave- 



Hertzian waveB 
Infra-red rays 
Visible light rays 
Ultra-violet raya ■ 
Entladungstrahlen 

y rays ■ 



' Elj;CTBOMAGNBTIC RADIATIONS. 



Wtve-lcdgUi In 



10« to 0-4 

0-013 to 7 7 X 10-s 

7-7 X 10-'> to 36 X 10-^ 
3-6 X iO-s to lO'i 
about iO-«(I) 
about lO"'* 
about 10-«(!) 
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CHAPTER XIII. 

THE NATURE OF THE X RAYS. 

The discovery of the X rays by Bontgen, and their im- 
mediate application in surgery, excited the popular interest 
to an Ebstonishing degree. Geissler tubes, no matter what 
their Buitability, were in immediate demand by a strangely 
interested public. Tlie scientific journals of 1896 bear ■wit- 
ness to the many workers, who turned, if only for a time, 
from their usual pursuits, eager to test the extraordinary 
properti^ of the new rays. Naturally enough, among such 
an army of enthusiasts, speculation as to the nature of the 
rays was not marked by any great restraint ; a few of the 
responsible suggestions may be briefly recalled. 

Rontgen, Boltzmann, and others regarded the rays as 
longitudinal ether-vibrations of short period and great wave- 
length : Jaumann added to this a transverse component : 
Goldhammer, Sagnao, and many others believed that the 
new rays were extremely short transverse ether-waves akin 
to ultra-violet light ; on the other hand, Re took the view 
that the wave-length, far from being short, was infinitely 
long : Sutherland considered X rays to be due to intemsl 
vibrations of the electrons within the atom ; other workers 
held that the rays were a manifestation of the breaking up 
of molecules into atoms at the target : Michelson suggested 
that Rontgen rays were ether vortices : Stokes put forward 
a theory of irregular pulses in the ether ; and finally, many 
physicists, including at one time, Rontgen himself, and 
more recently Prof. Bragg, inclined to the view that the 
rays were flights of material particles which resembled 
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strongly, and were possibly an extreme though electrically- 
neutrai fonn of, the parent cathode rays. 

It is only within the last year or so that controversy 
has been stilled by the discovery that X rays can be re- 
flected and diffracted by crystals. There can scarcely be 
any doubt now that X rays are identical with ultra-violet 
light of extremely short wave-lengths ; wave-lengths, in 
fact, of the order of the diameter of the atom. 

Yet it is not quite all plain sailing, for while it seems 
certain from the extreme precision observed in the reflection 
experiments that X rays are regular light waves and occur 
in trains of great length, yet the difficulty is that in many 
of their properties the rays behave strangely like streams 
of discrete entities, the effects of which are localised in space 
in much the same way as are the effects of rifle bullets. 
The difficulty is not, however, unique ; it is now known 
to be common to all forms of radiation. The Newtonian 
laws implying perfect continuity and infinite divisibility of 
time and space have, until recently, found complete cred- 
ence ; but in the very nature of things they do not seem 
to be reconcilable with modem experiment, which suggests 
that energy radiation is essentially discontinuous and must 
take place by finite " jumps." As to the mechanism by 
which this is accomplished, it is at present obscure and 
still a matter for speculation.^ 

To meet the difficulty, J. J. Thomson, in his nucleated 
pulse theory, has suggested that all the various light radia- 
tions consist of concentrated and localised electromagnetic 
impulses which travel with the speed of light in some one 
direction through the ether (see p. 213}. Planck's quantum 
theory, ae developed by Einstein and Stark {P.Z. 1909 and 
1910) similarly argues that X radiation (in common with all 
radiation) is made up of definite and indivisible increments 
which can travel without loss or alteration of form, the 
energy of these "bundles" being proportional to the fre- 
quency of the radiation. The same difficulty was felt by 
Prof. Br^g when he put forward his corpuscular or neutral- 
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pair theory of the X ray. This theory, which regarded an 
X ray as a neutral corpuscle, was conspicuously successful 
in predicting and interpreting the energy transfers met with 
in the inter-relations of the cathode rays and X rays. 

On the other hand, almost all the well established results 
of the undulatory theory of light seem to be irreconcilable 
with entity views such as these. Nucleated light does not 
appear to conform to the marvellous explanation of inter- 
ference and diffraction, which Young and Fresnel founded on 
a theory of spreading waves, nor does it obviously lead to 
the general laws of reflection and refraction which are 
apparently obeyed by a!! waves, from the shortest X rays to 
the longest Hertzian. 

FointB of Resemblance between Light Bays and X Bays. 

The essential identity of X rays and light rays cannot 
be denied, in view of the work on crystal-reflection, but, 
notwithstanding, it will be useful and not without interest 
to summarise the remaining points of resemblance which 
experiment has revealed between X rays, y rays, and light 
rays : in many eases it would be anticipated that the effects 
would differ only in degree. For example, the ionising effect 
of ultra-violet light on gases {first established by Lenard in 
1900, and more recently and completely by Hughes, P.C.P.S. 
1911} is relatively feeble when contrasted with the more 
vigorous activity of X rays. 

Again, all three agencies cause the ejection of corpuscles 
from metals, and experiment has shown that : 

(1) The intensity of the incident rays does not affect the 

speed, but merely the number of the ejected corpuscles 
(p. 140). 

(2) The speed is controlled by the quality of the incident 

rays,^ but not at all by the metal (p. 141). [With 

' In the case of ultra-violet light, Hughes (P.T. 1912) finds experiment^lf 
that the energy rather than the speed of the fastoat electrons is proportioniU 
to the frequency of the light. This confirma a deduction from Planck's 
quEintum tlieory (p. 206), which regards the photoelectric effect as due to 
a quantum handing over its energy to an electron. Hughes found the 
velocity of emission to vary from metal to metal. 
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ultra-violet light the range of speeds Is from about 
lOUo 10*cm9.persee. ; with X rays, 10" to 10" ; with 
y rays, 10^" to 299 x W>.\ 

(3) The secondary corpuscles tend to continue in the line 

of flight of the original rays (p. 139), 

(4) There is a selective emission of corpuscles for certain 

wave-lengths of the rays (pp. 119 and 142). 

These results are common to all three rays. 

There are further points of resemblance. As was noticed 
on p. 108, if an element is exposed to X rays, then, in general, 
two different classes of X rays are given out by the sub- 
stance. Of these, one is identical in nature with the incident 
rays, and is nothing more than so much scattered radiation ; 
the other is a radiation characteristic of the element, and 
does not depend at all on the nature of the exciting rays, 
provided only that they are harder than the characteristic 
radiation. This latter feature at once recalls Stokes' law of 
fluorescence. Apart from some exceptions, Stokes' law-^- 
that the frequency of the exciting light is always greater than 
that of the fluorescent light — holds generally for light rays. 
The analogy with X rays is complete. 

An even more striking similarity is presented if the dis- 
tribution of the two secondary X radiations is compared 
with the distribution of light in kindred circumstances. 
When light is allowed to fall on minute particles in sus- 
pension, as in a fog, it is found that the scattered light 
is not uniformly distributed, but varies in amount in 
different directions. The scattered light emitted parallel 
to the original beam is double that at right angles ; 
the intermediate intensities are proportional to (l-|-cos*0), 
where 6 is the angle measured from the original beam. 
But if the particles emit fluorescent light as well as 
scattered, the fluorescent light is equally intense in all 
directions. 

In just the same way, it is found {p. 110) that the intensity 
of the scattered X rays obeys, at any rate approximately, 
a (l-}-co8^0) law over a considerable angular range ; and that 
the " fore and aft " intensity is very roughly twice that at 
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right angles. And, to complete the parallel, the character- 
istic X radiations show a uniform distribution just as 
fluorescent light does. 

Other points of resemblance between X rays and light 
rays have been noticed from time to time in the preceding 
pages. One point of difEerence is provided by the pheno- 
mena of absorption. In the case of light, it is known that 
many of the dark lines in the absorption spectrum of a body 
are in the same position as the bright lines in Its emission 
spectrum : in other words, a body, under suitable con- 
ditions, is capable of absorbing strongly its characteristic 
l^ht radiations. But, with X rays, on the contrary, we 
find that an element is especially transparent to its char- 
acteristic X radiations (see p. 129), and it is only for rather 
harder rays than these that the absorption becomes abnor- 
mally large. 

We may now consider the case for the restricted entity 
hypothesis. It will be convenient first of all to recall the 
main features of Stokes' famous theory of the X rays. 

The Ether-Pulse Theory of Stokes, 

Sir George Stokes promulgated the pulse theory of the 
X rays in the Wilde Lecture before the Manchester Literuy 
and Philosophical Society, on July 2, 1897. He considered 
that " when the charged molecules ^ from the cathode strike 
the tai^et, it is exceedingly probable that by virtue of their 
charge they produce some sort of disturbance in the ether. 
This non-periodic disturbance or ' pulse ' would spread in 
all directions, so that, on this view, the Rontgen emanation 
consists of a vast and irregular succession of isolated and 
independent pulses starting from the points and at the 
times at which the individual cliarged molecules impinge 
on the target. We know of no reason beforehand forbidding 
us to attribute an excessive thinness to the pulses " ; and 
to the narrowness of these pulses Stokea attributed some of 
the differences between ordinary light and X rays, which, 

• Tliis WBS in tlip days when the cathode raya were thmight to be mole- 
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apart from this, resemble each other closely ' : both consist 
of electric and magnetic forces at right angles to each other 
and to the direction of propagation, bub in the X rays there 
is not that regular periodic character occurring in trains of 
waves of uniform wave-length. 

Thus a Ront^en pulse on Stokes' theory is somewhat 
analogous to the crack of a whip when it is suddenly stopped, 
or the (lash of flame when a 
projectile strikes a target. 
Briefly, the theory claims 
that the energy of an X ray 
is contained within a thin 
spherical shell which travels 
outwards with the speed of 
light in all directions, from 
the place where the speed of 
a cathode ray is suddenly 
changed. The faster the 
cathode ray and the more 
abrupt the change in its 
speed, the thinner and more 
energetic the pulse. By the 
laws of electrodynamics, such 
pulses of intense electric and 
magnetic forces are inevitable when rapidly moving elec- 
trified particles are suddenly stopped or started. 

Tlie Polarisation of X Bays. 

The polarisation of X raya (p. 1 10) follows as an immediate 
deduction from the pulse theory. The theory contemplates 
secondary radiation as owing its origin to the disturbances 
produced in the corpuscles when the primary X rays pass 
over them. While the X rays are thus accelerating the 
corpuscles, each gives out a pulse of electric and magnetic 

' It Hhould here be mentioned that, as a. result of tho work of Rayleigh, 
Schuster, and others, our notions of the nature of white light have been 
modified in recent years, and it is now generally accepted that white light 
(like " independent " X rays) consiBts of irregular pulaoa which are capable 
of being transformed into trains of sine-waves by the various diffracting 
or refracting ir 




Fia. 05. — RepreBentabioD of spreading 
pulw, showing klQk In line of force OPQR 
attached to the charged particle O, the 
velocity of which has been suddenly altered. 
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force — the secondary Rontgen pulse. A single primary 
pulse may produce a great number of secondary polsee with 
properties which depend on the grouping, etc., of the cor- 
puscles. Thus, on this point of view, there is, to use Sir 
J. J. Thomson's apt comparison, much the same difference 
between the primary and secondary rays as there is between 
the sharp crack of lightning and the reverberations of 
thunder. 

The argument in the polarisation experiments is that since 
in an X-ray tube the cathode rays are all travelling in the 
same direction, then in the resulting pulses the electric 
forces (which are at right angles to the direction of motion 
of the cathode rays) will lie in planes passing through that 
direction, and not at right angles to it (see Fig. 57). In 
other words, the particular pencil of X rays which is employed 
will be concentrated in the plane which contains both X rays 
and cathode rays. 

Hence the motion of the excited corpuscles in the radiator 
will also be mauily ia this plane, and so the intensity of 
the secondary radiation will be a minimum in this plane, and 
a maximum at right aisles to it, a result which agrees with 
that actually found. The fact that the X rays are only 
partially polarised, may be ascribed to the fact that the 
cathode rays in the X-ray tube are not stopped in a single 
collision, but describe many directions before finally coming 
to rest, 

Modification of Spreading-pulse Theory neceaeary. 

But experiment has clearly established that the theory 

of the spreading pulse needs extensive modification. It 

will be profitable to review the trend of the results (to 

some of which we have already referred), that have led to 

the theory in its modified form. Categorically these are : 

(1) When X rays encounter a gas, only an exceedingly 

small fraction — ^lesa than one in a billion — of its 

molecules become ionised ^ (p. 146). 

' The same difficulty occurs in underatjuiding why, whtm ultra-violet 
light falls on metals which show photoelectric properties, such a very 
small proportion of the particles are liberated. 
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(2) The extent of this ionisation is unaffected by tempera- 

ture (p. 148). 

(3) When X rays encounter a metal, the corpuscles ejected 

have a velocity which 

(a) does not depend on the intensity of the X rays, 
and so is independent of the distance of the 
metal from the X-ray bulb (p. 140), 

(6) increases continuously with the hardness of the 
X rays (p. 140), 

(c) does not depend on the nature of the metal 

(p. 141). 

(d) is equal to the velocity of the cathode rays in 

the X-ray bulb (p. 142). 

(4) These ejected corpuscles are not evenly distributed, 

but tend to pursue in the main the original direction 
of the X rays. The effect is most pronounced with 
metals of small atomic weight and hard X rays {p. 139). 
In considering the first result, we may recall that according 
to the ether-pulse theory in its original form, all the molecules 
of a gas are equally exposed to the X rays, and we are led 
to infer that those few which become ionised must have been 
in a state very far removed from the average. Their ab- 
normal condition cannot be attributed to an exceptionally 
high kinetic enei^y, for the kinetic theory of gases would 
then require that the ionisation should vary rapidly with 
the temperature — and we are immediately confronted with 
result (2). 

We may, however, claim that the ionisation is controlled 
by the internal conditions of the different atoms, rather than 
by their kinetic energy. The phenomena of radioactivity 
lead us to believe that atoms possess large stores of internal 
energy which are not readily unlocked by outside agencies ; 
and if it should be the case that the possession of an excep- 
tional amount of internal energy means weakened stability, 
then it might easily happen that only abnormal atoms 
would be ionised by X rays. Or, again, it might be that an 
atom is capable of collecting energy from many X rays 
until it has enough for one electron. On either view, the 
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ejection of corpuscles from a metal subjected to X rays is 
interpreted as the outward sign of a sort of radioactive 
explosion of some of the atoms rendered temporarily un- 
stable. The X ray thus acts merely as a trigger to start the 
explosion ; the corpuscles come from the atom, and owe 
their energy to it alone. That their velocity should be 
independent of the intensity of the X rays follows at once, 
and is in accord with result (3o). 

But we have now to explain why the speed of the corpuscles 
is not independent of the quality of the X rays (result (4)). 
Why should the velocity be greater when the X rays are 
hardened) if their only effect is that of a trigger action ! 
and further, why should the path of a corpuscle he in- 
fluenced by the direction of the X ray, if the latter merely 
precipitates the disintegration of the atom ? On the 
explosion theory, neither result could be anticipated ; nor 
should we be unreasonable in expecting that the disintegra- 
tion of different metals would lead to very different velocities 
of the ejected corpuscles. The reverse is the case. We are, 
in fact, left with no alternative but to suppose that the 
enei^y of the corpuscle is derived from that of the X ray. 

Now, result (3a) remarks that the energy of the corpuscle 
is independent of the distance of the X-ray tube. But, 
for reasons similar to the above, the X ray must derive its 
enei^y directly from the parent cathode ray, and, acoordii^ 
to the pulse theory, it distributes this energy over an ever- 
enlarging surface. The argument is fatal to the spreading- 
pulse theory. The energy of the X ray must, it is evident, 
be confined within very narrow bounds which do not widen 
as the X ray travels.^ Combining this result with {2d) 
above, we are led to conclude that the X ray is a minute 
entity whose energy is not frittered away along its track, 
but is handed over completely to one corpuscle and no 
more on suitable encoimter with an atom. 

This is a statement of the case for the entity hypothesis, 
and the difficulty remains of reconciling it with the ordinarj- 
electromagnetic theory of Maxwell. Of the attempts which 

3 compnt^nt to 
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have been made, we may here refer brietiy to the broad 
outlines of Sir J. J. Thomson's nucleated pulse theory. 



The Nucleated or Locaused Pulse Theory of 
J. J. Thomson. 

Sir J, J, Thomson's theory of the X ray assumes a fibrous 
structure in the ether, and pictures a corpuscle as the seat 
of a tube of force which stretches out into space. When a 
cathode ray has its velocity altered, the radiated energy runs 
along this tube, as a khik runs along a stretched wire. 
The energy is confined to the region of the kink, and it is 
not given up until it strikes a corpuscle, to which it can 
then transfer ita energy without waste. The nucleated pulse 
is equivalent to Stokes' pulse, with the exception that instead 
of spreading out uniformly in all directions, it is confined to 
one direction only. 

Professor Thomson further believes that the energy of light 
is distributed in analt^ous fashion ; that individual light 
waves are not continuous, but correspond to a collection of 
wires along which the various disturbances travel ; and that 
if a wave-front could be made visible we should get, not con- 
tinuous illumination, but a series of bright specks on a 
dark ground. The energy is not, therefore, uniformly dis- 
tributed throughout the whole volume of the waves, but is 
concentrated in " bundles." 

The rays diminish in intensity with increasing distance 
owing to the greater separation of the " batches," and not 
to the enfeeblement of individual units. The distribution 
of energy thus resembles that contemplated by the New- 
tonian emission theory of light, according to which the 
energy was located on moving particles sparsely dissemi- 
nated throughout space. 

In the case of X rays the phenomena are sharply defined, 
but with light rays they are much more involved. The dis- 
continuous wave-front theory, in fact, regards X and y rays 
as light in its ultimate simplicity. This agrees with experi- 
ment : the general laws covering the behaviour of X rays 
are obeyed with fewer exceptions than is the case with light. 
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" Fluctuation " Experiments with y BayB. 

Experimenters have naturally sought to establish by direct 
means the presumed discrete nature of light rays and 
X rays. 

As is well known, the spinthariscope of Sir Wm. Crookes 
exhibits for the a rays of radium fluctuations both^n time 
and space. Similarly, the effects predicable for ^ rays have 
been observed ; and since 1910 a number of workers, among 
them von Schweidler (1910), E. Meyer (1910), Laby and Bur- 
bidge (1912), and Burbidge (1913), have endeavoured to 
detect corresponding fluctuations in the ionisation produced 
by 7 rays in a gas. For this kind of work, a steady source 
of rays is absolutely essential, and so y rays have been worked 
at rather than X rays. 

Laby and Burbidge {P.R.S. 1912) used two ionisation 
chambers, identical in all respects, and disposed them sym- 
metrically about and equidistant from the radium emitting 
the y rays. If the y radiation has a spherical wave surface, 
then the ionisations in the two chambers will have a con- 
stant ratio. If, on the other hand, the y rays are circum- 
scribed entities, emitted in random directions, as a rays are, 
then the number entering each chamber in a given time will 
fluctuate. There is one outstanding difficulty : if Prof. 
Bragg's view as to the indirect process of ionisation by y rays 
is correct (p. 146), the fluctuations might be produced by a 
variation in the number of rays generated by each y ray. 
The fluctuations which Laby and Burbidge actually observed 
in their experiments cannot, therefore, he interpreted with 
certainty. 

More recently E. Meyer (A.d.P. March 1912), using some- 
what similar apparatus, flnally concluded that a single y ray 
can produce ionisation in more than one direction and on 
more than one occasion : the numbers of y rays emitted by 
the same source in two different directions do not appear to 
be independent. Meyer's experimental arrangements have 
been criticised by Burbidge (P.Ii.S. 1913), Meyer's results 
are, however, in accord with those of Rutherford {P.M. Oct. 
1912), who has recently found reasons for supposing that » 
swift ray may give rise to several y rays in escaping from 
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an atom, and still retain part of its original energy. One 
may here refer to the work of Chadwick {P.M. 1912), who 
has obtained evidence that a rays, like (3 rays, are able to 
excite y rays when they fall on ordinary matter. This would 
suggest that it is kinetic energy rather than velocity which 
is the determining factor. 

" Fluctnation " Experiments wltli Light Bare. 

N. B. Campbell (P.C.P.8. 1909, 1910) attacked the 
problem of light emission by the " fluctuation " method, 
with the object of discriminating between the ordinary and 
entity light hypotheses. Unfortunately the difficulty of 
finding a source of light which is very intense and also 
extremely constant proved insurmountable. 

Taylor {P.C.P.8. 1909) approached the problem from a 
different standpoint. All ordinary optical phenomena are 
average effects, and are therefore incapable of differentiating 
between the usual electromagnetic theory of light and a 
restricted entity type. If, however, the intensity of light in 
. a diffraction pattern were so greatly reduced that only a 
few of the indivisible bundles of energy could occur at once 
on a zone, the ordinary phenomena of diffraction would be 
modified. The method of attack was to photograph the 
shadow of a needle under various illuminations, and with 
exposures chosen such that the total energy supplied was 
constant. Exposures ranging from a few seconds to three 
months were employed, but no variation in the sharpness of 
the diffraction pattern could be detected in the different 
photographs. 

Thus the more direct attempts to confirm the " discon- 
tinuous " nature of light and of X rays have not met with 



The Ontstanding Problem of Badiation. 

It will be apparent that the problem of the nature of the 
X ray cannot yet be dismissed. We have succeeded in estab- 
lishing the essential identity of X rays and light rays, and 
the interest has, accordingly, shifted its ground. The diffi- 
culties, conspicuous with Bontgen rays, have merged into 
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tJiosi- whieli liJI I'lussw of electromagnetic waves are found 
to pn-nent in greater or less degree. The full secret of the 
iiatun' of X rays will doubtle»tJ be revealed when we find 
the key to the over»hadowing problem of the mechanism of 
radiation in general. We are left confronted with the riddle 
of modem phytticu. 
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In connection with Bontgen's discovery, Sir James Mac- 
kenzie Davidson has been kind enough to write down for 
me his recollections of an interview with Prof. Rontgen not 
very long after the discovery of the X rays. 

" While travelling on the Continent in 1896 I made a 
pilgrimage to Wiirzburg, and called at Professor Rontgen's 
house in the evening, and was kindly granted an appoint- 
ment for the following morning. I presented myself about 
11 a.m., and was shown into a laboratory which contained 
a coil and a small cylindrical-shaped X-ray tube. Pro- 
fessor Rontgen, a tall man with dark bushy hair, a long 
beard, and very kindly and expressive eyes, received me 
cordially. He could not speak much English ; I was still 
worse at German. However, by means of English and 
some Latin we made ourselves intelligible to one another. 
He excited the tube and showed me various shadows on a 
fluorescent screen. On each of the terminals of his coil 
he had a small aluminium ball, 1 cm. in diameter, which 
he told me he used as an alternative spark-gap to test the 
hardness of the tube. He incidentally remarked that he 
found a tube bad its maximum photographic effect when 
it was working just at 2-5 cms. alternative spark — a fact 
which I have always found to be correct. I asked some 
blunt questions as follows : 

Q. " 'What were you doing with the Hittorf tube when 
you made the discovery of the X rays ? ' 

A. " ' I was looking for invisible rays.' 

Q. " ' What made you use a barium platino-cyanide 
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A. " ' In Germany we uae it to reveal the invisible rays 
of the spectrum, and I thought it a suitable substance to 
use to detect any invisible rays a tube might give off.' 

" He then detailed how he made the discovery. He said 
he had covered up the Hittorf tube with black paper bo 
as to exclude all light, and had the screen (which was simply 
a piece of cardboard with some crystals of barium platino- 
cyanide deposited on it) lying on a table 3 or 4 metres from 
where the covered tube was situated, ready to be used. 
He excited the tube to ascertain if all light was excluded. 
This was so, but to his intense surprise he found the distant 
screen shinii^ brightly ! 

" I asked him, ' What did you think ? ' He said very 
simply, ' I did not think, I investigated.' 

" Incidentally, he told me how he had taken a photograph 
through a pine door which separated two of his labora- 
tories. On developing the negative, he found a white band 
across it, which, he ascertained, corresponded to the beading 
on one of the door panels. He stripped the beading ofi, 
and found the band of shadow was due not to the increased 
thickness of wood but to the ' plumbum ' (white lead 
really) the doormakcr had employed in attaching the strip 
of wood, 

" He seemed amused at my remonstrating with him about 
keeping the ' screen ' lying about in his laboratory. I 
told him it was a ' historical screen,' and should be pre- 
served in a glass case ! I hope he has carried out this 
suggestion. For the sudden shining of that ' screen ' im- 
doubtedly led to one of the greatest discoveries in modem 
times." 

J. M. D. 
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The Coolidoe X-ray Tube. 

Dr. W. Coolidoe ^ {P.R. Dee. 1913) has designed a new 
X-ray bulb which marks an important step in the progress 
of radiography and radiotherapy. The cathode and anti- 
cathode are mounted parallel to and facing each other, 
some 2 cms. apart, in the centre of the bulb. The chief 
novelty lies in the cathode. This consists of a small fiat 
spiral of tungsten wire, surrounding which is a molybdenum 
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tube, th& two being electrically connected. The tungsten 
spiral is heated by a subsidiary electric current (as with a 
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Wehnelt cathode, p. 8), and so becomes a source of electrons 
(or cathode rays) to an extent which increases rapidly with 
the temperature. The molybdenum tube serves to focus 
the stream of electrons (see p. 71) on the anticathode, 
which is of tungsten and unusually heavy. There is no 
additional anode. 

The vacuum within the tube is extremely high — about 
lUOO times that of an ordinary X-ray tube — ^with the result 
that unless the cathode is heated, it is impossible to send 
a dischai^e through the tube. Furthermore, the greatest 
care is taken in freeing the electrodes and the glass walls 
from gas, before sealing off, after exhaustion. 

The intensity of the X rays is precisely and readily con- 
trolled by adjusting the temperature of the cathode. At 
high temperatures (2300° C. or so) an enormous output of 
X rays is possible. For example, such a tube has been 
run, on a 7 cm. alternative spark-gap, for hours at a time, 
with a steady current of 25 milliamperes passing through 
the tube continuously. 

The penetrating power of the rays depends, as in the 
ordinary tube, on the potential difference between the 
electrodes. Either direct or alternating potential can be 
used to excite the tube, for the hot cathode allows the 
current to pass only in one direction, except indeed when 
the anticathode also becomes very hot. As a result, with 
a coil discharge, the " inverse " current is entirely 
abolished. 

Owing to the low pressure, positive rays do not play an 
essential role, and there is in consequence no evidence of 
cathodic sputtering. There are slight traces of blackening 
due to vaporisation of the tungsten. 

By reason of the care taken in exhausting the tube, there 
i» no appreciable change in the vacuum, and, therefore, in 
the output of X rays, even after a run of many hours. The 
focal spot does not wander but remains perfectly steady. 

The starting and running voltages are the same, and the 
tube is remarkable in showing no fluorescence of the glass 
as in the ordinary X-ray tube, so that its appearance affords 
little notion of the output or indeed of any activity at all. 
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The apparatus appears to indicate a very great step for- 
ward, and once the technique is mastered, we are justified 
in expecting revolutionary changes in X-ray dosage and 
radiography. 

The Lilibnpeld X-ray Tube. 

In the Lilienfeld tube, the disposition and design of both 
anticathode and cathode are as in the usual X-ray tube. Two 
additional " priming " electrodes are provided ; one of these, 
which is in close proximity to the anticathode, is raised to 
incandescence. The other, which is an aluminium cylinder, 
forms the anode of this priming circuit. As in the Coolidge 
tube, the vacuum is extremely low, but it suffices to apply 
about 500 volts to the priming circuit, in order to enable 
the main discharge to pass. 

The tube permits ready and accurate adjustment of the 
output, and exhibits no hardening effects. One of them 
has been in steady use for a considerable time at Leipzig 
For further particulars see a paper by Dr. Rc^euthal in the 
Fortsckritte aufdem Oebiete der Rontgenstrakkn for June 1013, 
an abstract of which is given in A.Rt.R. for Feb. 1914. 
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THE PRODUCTION OF HIGH VACUA. 

A BRIEF notice may be taken of the present methods of 
exhausting vacuum tubes. The very highest vacua can be 
got by making use of the extraordinary absorptive powers 
for gases of charcoal (e.g. cocoanut char- 
coal) when immersed in liquid aii — s 
remarkably quick and effective method 
we owe to Prof. Dewar, Oxygen, nitro- 
gen, water vapour, etc., are absorbed to 
lai^c extents, hydn^n rather less so, 
helium and neon least of all. It is 
essential that the charcoal should be 
previously heated in sita * and the 
emitted gas pumped off before applying 
the liquid air. Angerer {A.d.P. 1911) 
records a pressure of 8x10"' mm. Hg 
by the use of charcoal and liquid air. 

With one exception, all the various 
mechanical pumps for the production of 
vacua employ the plan of repeatedly 
abstracting and isolating, by means of 
a solid or liquid " piston," a certain 
fraction of gas from the vessel to be exhausted, and 
delivering it elsewhere. The exception is a strikingly 
ingenious " molecular pump " recently introduced by Gaede.^ 

• As a prnetiOBl procautioti, (v pliifi "f plass-wool shoiild be inseri^d above 
tliR e)irtrpoal, to nl<ip thf smnll oarbou pdrliclrs, which are oxpellnd whon 
the eharcoa] is )ical<'t), from pasflitif; over into tlio HpparatlH. 

* See Engineering, Sept. 20, 1013. 




Fio. n7.— Tiihc 
ttiK rharooal Imm 
Uqiltd nlr. 
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It depends for its success on the viscous dra^i^^g of gas 
by the surface of a cylinder rotating within a second 
cylinder at a speed comparable with the velocities of the 
molecules of the gas, which are accordingly impoverished in 
one direction and accumulated in the other. The pump is 
extremely rapid in action, but requires the initial pressure 
to be reduced to a few mms. of mercury by an auxiliary 
pump. There is no piston, but always free communication, 
through the molecular pump, between the vessel to be ex- 
hausted and the auxiliary pump. With a speed of rotation 
of 12,000 revs, per min., and an initial vacuum of -^ mm., 
Gaede records the remarkably low pressure of 2 x 10' mm. 
It is very interesting to note the susceptibility of the pump 
to the molecular velocity of the gas present. For the same 
velocity of the cylinder, a lower pressure is attainable with 
air (molecular velocity 500 metres/see.) than with hydrogen 
(molecular velocity 1800 metres/aec), as may be shown by 
scavenging the vacuum with one or the other gas. The 
pump shares with the cooled-charcoal method the advantage 
of not requiring any drying agent — vapours are sucked 
away as readily as gases. For such a rapid type of pump 
the connecting tube must not be restricted in bore ; tlie 
remark, indeed, applies to all pumps. 

Still more recently (1914), Gaede has put on the market 
a new hand-driven piston pump, which can produce very 
high vacua with great rapidity, and is capable of dealing 
with water-vapour. 

Next come the various types of mercury pumps — the 
Topler and Sprengel in a variety of modifications, some 
of them designed to be automatic in action. The rotary 
mercury pumps, such as the Gaede, have come into extensive 
use, and possess the great advantage that they can be motor- 
driven — a feature commending itself to all who have worked 
with the hand-manipulated Topler. In regard to mercury 
(and oil) pumps it is well to remember that they wUl not 
pump vapours,^ and that the vapour pressure of mercury 

' To obtain ]iig!i vacua it is, thprefore, necessary to removo watiT vapour 
by means of a drying agent such as phosphorus ppnloxide. Other vapours 
eon bo frozen out by meotis of liquid air. 
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at ordinary temperatures is about Trnra nim, mercury— 
a fact which does not always tally with the claims sometimes 
advanced on behalf of this or that pump.^ Mercury pumps 
ought not to be set the task of exhausting from a high 
initial pressure — they work best as finishing-off pumps. 

For the earlier stages of exhausting there is available a 
variety of oil-pmnpB which can be motor-driven, and some 
of which can deal with large quantities of gas. Ordinary , 
heavy engine-oil works well in these pumps and has a low 
vapour pressure. A drying chamber should be used in con- 
junction with an oil-pump, or the oil may emulsify and the 
efficiency of the pump will suffer. 

Qas held by Walls of Tube. 

A great deal of gas — mostly hydrogen and moisture— is 
held by the electrodes and the walls of a vacuum tube. To 
liberate the gas, the discharge should be run for some time 
to suit the conditions under which the tube is intended to 
be used.^ This, of course, ought to be done by the maker 
before the tube is sealed off from the pump. The walls ol 
the tube hold this surface gas tenaciously — it appears to be 
largely moisture which is held bound as a condensed surface 
layer. To get rid of it, the tube has to be heated to between 
300° and 400° C, at which stage there is a great evolution of 
gas. Jf this is pumped off while the tube is hot, the vacuum 
will be found to improve greatly when the tube is cooled, 
and will not deteriorate with time so much as it otherwise 
would. 

'' Finishing-off " Processes. 

There are one or two " finishing-off " proc^ses to follow 
a pump, which are well known to research workers. Cocoa- 
nut charcoal, when used as anode, or the liquid alloy of 
potassium and sodium, when used as cathode, absorb 

' It is, however, posBible tor a pump to eshaust somewhat lower than Ihn 
vapour pressure of the liquid used. A really good water injector (filter] 
pump will exhaust to about 7 mma, of mercury, whereas the vapour presauro 
of watflr at atmospheric temperatures is some 12 to 15 mma. 

- At higher pressures, more current can bo passed through the tube, and 
the electrodes can bo made hotter than at very low presaiirea. 
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ordinary gases, if the dischai^ is DOt too heavy. Yellow 
phosphorus is converted to red by bombardment with cathode 
rays ; the change is accompanied by a diminution in presaure, 
due partly to the lower vapour pressure oi the red allotrope, 
and partly to the fact that under the dischai^ the red 
phosphorus combines with any oxygen, nitrogen or hydrogen 
present, forming compounds with very small vapour pres- 
sures. This latter method is used in e^chauistiug the Lodge 
vacuum valve (p. 67) : the presence of the phosphorus 
compounds is further useful in regulating the vacuum 
daring the subsequent use of the valve. 

Table XXII. gives a notion of the capabilities of various 
pumps. 

Table XXII. 



p™.,. 




Gaede molecular - 


mm, Ht. 

' 0-000,000,2 


Gaede rotary (mercury) 


1 0-000,01 


Improved Topler (mercury) 


1 0-000,01 


Gaede piston 


0-000,05 


Geryk (oil) - . - - 


; 0-000.2 


Sprengel (mercury) 


0-001 


Injector (water) - 


7 
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ELECTRICAL INSULATORS. 

Of the available insulators, ebonite, sulphur, amber, sealing 
wax and fused silica are at present the only ones at all 
suitable for electroscopic work. With all of these, care 
should be taken to avoid fingering — grease is fatal to insula- 
tion. In testing insulation, it should be remembered that 
a delicate electroscope may indicate signs of Buiffu« electri- 
fication for some hours after new insulation has been put 
in. Such electrification may be dissipated by means of a 
spirit lamp, or, better, by placing some uranium oxide near 
the insulator. To reduce the absorption of the electric 
charge which occurs to a greater or less extent with all , 
insulators,^ the size of insulating supports should be kept 
as small as possible in electrometer work. 

Ebonite that is really good is difficult to obtain nowadays ; 
it seems to be regarded by most rubber manufacturers as a 
convenient means of using up rubber refuse unfit for any- 
thing else. Some of its defects are occasionally due to the 
materials used in polishing. Modem ebonite ages with some 
rapidity in sunlight, and on damp days may, owing to the 
film of sulphuric acid which forms on its surface, almost play 
the r61e of a conductor. In a room which gets much sun- 
shine most modem ebonite usually turns s dirty yellow 
colour in a few weeks, though some of the ebonite made teu 
or twenty years ago will exhibit no signs of deterioration. 
Notwithstanding its defects, ebonite which has had its 

s this snaking efTect 
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surface recently renewed is an excellent insulator. Ubonite 
ofEers the great advantage of being easily workable. 

SnlpttTir is convenient, in that it can be cast to shape. 
In this operation the vessels (glass or porcelain) and sulphur 
used should be clean, and the temperature should be raised 
but slightly above the liquefyitm; point of the sulphur. In 
this limpid condition it can, for example, be poured or 
sucked into clean warmed glass ^ tubing, if sulphur plugs 
are required. The tubing can bo readily slipped off later 
by slightly warming the outside. For some hours after 
solidification, sulphur can be turned to size or pared to shape 
with great ease. The insulating properties improve for some 
time after setting. There is no better insulator than sulphur, 
but, after a few months, especially in a room which gets 
much sunshine, its insulating qualities generally fall oif to 
a considerable extent. 

A]n1)er is an excellent insulator, and is almost always 
reliable. It can, of course, be obtained in the form of pipe 
stems, which can be mounted in position with sealing wax. 
The Amberite and Ambroid companies supply amber pressed 
to convenient shapes and sizes. Amber has the disadvan- 
tages of being somewhat brittle and rather expensive. 

Sealing Wax is particularly useful in that it combines the 
qualities of an insulator and an air-tight cement with a very 
low vapour pressure. The insulating properties depend very 
much on the quality of the wax. One of the most reliable 
is " Bank of England." The usual care must be taken to 
avoid indiscriminate fingering. The insulating ability of 
the wax will be impaired, if in its manipulation it is allowed 
to catch fire and carbonise, or if a luminous flame is used. 
As shellac is hygroscopic, sealing wax as an insulator is 
somewhat susceptible to damp weather. 

Fnsed Silica yields place to none in its insulating qualities. 
Its specific resistance has been determined at the National 
Physical Laboratory to be greater than 2x10^* ohm cms. 
at 16° C. Fused silica is practically independent of atmos- 
pheric humidity, and in the form of rod or tubing is par- 
ticularly convenient as an insulating material. It is the only 
' Not metal, unless lined, say, with paper. 
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high-claafi insulator which is unimpaired by moderate heat ; 
it is, however, spoilt if suhjected.to very high temperatnies. 
Fused silica in now very cheap, hut unfortunately the 
modem fumaco methods of production cannot be relied upon 
to yield a product which possesses the insulating piopertiee 
of the more expensive silica made by the oxyhydrogen flame. 
This remark applies alike to the clear transparent variety 
and the air-streaked satin-like kind. The furnace ailioa 
8eems to be contaminated in some way, possibly by carbon 
from the electric furnace. Silica intended for insulation 
purposes should, of course, be alkali-free. 
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Table XXIII. 



!■ Atomic 



International atomic weiglite for 1914; O =16. The internationtil 
atomic weights are fixed yearly by an. international coiuiuittfle of 
chemists, consisting at present of Profa. F. W. Clarke (U.S.A.), W. 
Ostwald (Germany), T. E. ITiorpe (Gt. Britain), and G. Urbain 
(France). The list below comprisea 83 elements. 



Atomic 




'^" 






Welebt. 




Firat laolatBil by 




= 16. 










1008 


Hydrogen 


H 


Cavendish 


1766 


3-99 


Heliuni - 


He 


Ramsay and Cleve • 


1896 


694 


Lithium - 


Li 




1817 


91 


Beryllium 
(Glucinum) - 










Be 


Wohler and Busey 


1828 


110 


Boron ■ 


B 


Gay-Lueaac & Th^nard 


1808 


1200 


Carbon - 


C 






1401 


Nitrogen- 


N 


Rutherford 


1772 


1600 


Oxygen ■ 





Priestley and Scheele 


1774 


190 


Fluorine 


F 


Moissan 


1886 


20-2 


Neon ■ 


No 


Ramsay and Travera 


1898 


23-00 


Sodium - 


Na 


Davy 


1807 


24-32 


Magnesium - 


Mg 


Liebig and Bussy 


1830 


27-1 


A 111 mill in in 


Al 


Wohler 


1827 


28-3, 


Silicon - 


8i 


BerzeUus 


1823 


31-04 


siffi"^"^ : 


P 


Brand 


1674 


32-07 


8 




Prehistoric 


35-46 




CI 


Scheele 


1774 


3910 


Potassium 


K 


Davy 


1807 


39-88 


Argon - 

Cafcium - 


A 


Rayleigh & Ramsay 


1894 


4007 


Ca 


Davy 


1808 


44- 1 


Scandium 


8c 


Nilson and Cleve 


1879 


481 


Titanium 


Ti 


Gregor 


1789 


510 


Vanadium 


V 


BerzeliuB 


1831 


52 


Chromium 


Or 


Vauquelin 
Gahn 


1797 


54-93 


Manganese 


Mn 


1774 


56-84 


Iron 


Fe 




Prehistoric 


58-68 


Nickel - 


Ni 




1751 


58-97 


Cobalt - 


Co 


Brand 


1736 


6357 


Copper - 


Cu 




Prehistoric 


65-37 


Ziilc - 


Zn 


Mentd. by B. Valentine 


15 centy. 


69-9 


Gallium - 


Ga 


L. de Boisbaudraii 


1876 


72-5 




Ge 


Winkler 


1886 


7496 


Arsenic - 


Ah 


Albert us Magnus 


13 centy. 


79-2 


Selenium 


Se 


BerzeliuB 


1817 


79-92 


Bromine 


Br 


Balard 


1826 


82-92 


Krypton 


Kr 


Ramsay and Travers 


1898 


85-46 


Rubidium 


Rb 


Bunsen and Kirchhoff 


1861 



* Jansaen and Lockyer (in 
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«■ 


Elemeot. 


r- 


FInt iN>lated by 


n»to. 


87-63 


Strontium 


Sr 


Davy 


1808 


890 


Yttrium 


Y 


Wohler 


1828 


90-6 


Zirconium 


Zr 


Berzelius 


1825 


93-5 


Niobium 










(Columbium) 


Nb 


Katchett 


1801 


9«-0 


Molybdenum ■ 


Mo 


Hiehn 


1790 


101-7 


Ru 


ClauB 


1845 


102-9 


Rhodium 


Rh 


Wollaeton 


1803 


106-7 


Palladium 


Pd 


Wollaston 


1803 


10788 


Silver - 


Ag 




Prehistoric 


11240 


Cadmimn 


Cd 


Stromeyer 
Reich and Richter 


1817 


114-8 


Indium - 


In 


1863 


119-0 


Tin - 


Sn 




Prehistoric 


120-2 


Antimony 


Sb 


Basil Valentine 


15 centy. 


126-92 


Iodine - 


I 


Courtoie 


1811 


127-5 


Tellurium 


Te 




1782 


130-2 


Xenon - 


Xe 


Ramsay and Travera 


1898 


132-81 


Caesium - 


Ca 


Bunsen and Kirchhoff 


1861 


137-37 


Barium - 


Ba 


Davy 


1808 


1390 


Lanthanum 


La 


Mosander 


1839 


140-26 


Cerium - 


Ce 


Moaander 


1839 


140-6 


Praaeodymtum 


Pr 


Auer von Welabach 


1885 


144 3 


Neodymium - 


Nd 


Auer von Welabach 


1886 


1604 


Samarium 


Sa 


L. de Boiabaudran 


1879 


1520 


Europium 


Eu 


Demar9ay 


1901 


157-3 


Gadolinium - 


Gd 


Marignac 


1886 


1592 


Terbium 


Tb 


Mosander 


1843 


162<6 


DyBprosium - 


Dy 


Urbain & Demenitroux 


1907 


163 6 


Holmium 


Ho 


L. de Boisbaudran 


1886 


167-7 


Erbium - 


Er 


Moaander 


1843 


168-5 


Thulium 


Tm 


Cleve 


1879 


172-0 


Ytterbium 










(Neo. Yb) - 


Yb 


Marignac 


1878 


174-0 




Lu 


Urbain 


1908 


181-5 


Tantalum 


Tft 


Eckeberg 
Broa. d'ElEujar 


1802 


1840 


Tungsten 


W 


1783 


190-9 


Osmium 


Oa 


Smithaon Tennant 


1804 


1931 


Iridium - 


Ir 


Smithson Tennant 


1804 


1952 


Platinum 


Pt 




16 centy. 


197-2 


Gkild 


Au 




Prehistoric 


200-6 




Hg 


Mtd. by TheophrastuB 


300 B.C. 


204 


Thallium 


Tl 


Crookea 


1861 


207 10 


Lead - 


Pb 


Mentd. by Pliny 


Prehistoric 


208-0 


Bismuth 


Bi 


Mtd. by B. Valentine 


15 centy. 


222-4 


Radium Eman- 










ation (Niton) 


Nt 


M. and Mme. Curie 


1900 


226-4 


Radium - 


Ra 


Curies and Bemont 


1898 


232-4 


Thorium 


Th 


Berzelius 


1828 


238-5 


Uranium 


U 


Peligot 


1841 
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Atouio Wkiqhts of the 


Radioactive Ei-bmbnts 






Element. At.Wt. 




At.Wt. 


Uranium 1 

Ionium 

Radium A 

,. B. C, - 

.. Oj. A E 
„ F (Poloniun 


1)' - 


238-5 
2345 
2305 
2306 
2264 
222-4 
218'4 
2144 
210-4 
210-4 


Thorium 
Meeo- thorium 
Radio -thorium 
Thorium X - 

„ Emanation 

„ A ' 

,. B. C,, C, - 

.. Dt- - 




2324 
2284 
228-4 
224-4 
220-4 
216-4 
212-4 
308-4 


• Probably converted into Pb. 
T „ „ .. Bi. 



The atomic weight of actinium is probably about 230. 



■able XXTV. 


Atomic 


Weights and 


Densitjes op t 




ement. 


itt. 


Deniily. 


EUemsDt 


4;^. 


Density. 


Element 


^^. 


Deiulty. 




27 


2-70 


He 


4 


0-178 1 


Rb 


86 


1-532 




120 


6-62 


H 


1 


0-08987: 


Ru 


102 


12-3 




40 


1-78 t 


In 


115 


7-12 


8a 


160 


7-8 




75 


573 


I 


127 


4-95 


8e 


44 


— 




137 


3-75 


Ir 


193 


22-41 


Se 


79 


4-5 




9 


1-93 


Fe 


56 


7-86 


Si 


28 


2-3 




208 


9-80 


Kr 


83 


3-708 1 


Ag 


108 


10-5 




11 


2-5? 


La 


139 


612 


Na 


23 


0-971 




80 


310 


Pb 


207 


11-37 


Sr 


88 


2-64 




112 


8-«4 


Li 


7 


0-634 


S 


32 


2-07 




133 


1-87 


Lu 


174 


_ 


Ta 


181 


16-6 




40 


1-55 


Mg 


24 


1-74 


Te 


127 


6-25 








Mn 


65 


7-39 


Tb 


159 


— 


aond 


12 


3-52 


Hg 


200 


13-56 


Tl 


204 


11-9 


jhite 


23 


Mo 


96 


100 


Th 


232 


11 3 


carbon 




1-9 


Nd 


144 


696 


Tm 


168 







140 


692 


Ne 


20 


0-9002 t 


Sn 


119 


7-29 




35 


3-23 t 


Ni 


59 


8-9 


Ti 


48 


4-50 




52 


6-50 


Nb 


93 


12-75 


W 


184 


18-8 




6ft 


8-6 


N 


14 


1-2507 J 


U 


238 


18-7 




64 


8-93 


Os 


191 


22-5 


V 


51 


5-6 




162 


— 





16 


1-429 } 


Xe 


130 


5-851 1 




167 


4-77! 


Pd 


107 


114 


Yb 


172 






152 





P 


31 


22 


Y 


89 


38 T 




19 


1-69 t 


Pt 


196 


215 


Zn 


65 


7-1 




167 


— 


K 


39 


0862 


Zr 


91 


4-15 




70 


G-95 


Pr 


141 


6-48 


















72 


5-47 


Ra 


226 


T 


Paper 


— 


1-0 




197 


19-32 


Rh 


103 


1244 









X Onus, per litre at 0° C. and 760 n 



;,zeu., Google 



Table XXV. I /„«*'' 

E.g. a kd = -eua. //i. 



X BAYS 

''. Tablk 



///„ AND M 

= 2-71828. (Seep. 100.) 
(From Kttye * Laby'a Physical Constanta.) 



For TaluBS of .\<' from 0000 to 0999. 


Subtract DifferenceB. 


US 
04 

OB 
M 

i 





■001 


002 


003 


004 


OOB 


«. „, » « 


..„! 3 4 


B 


6 7 S ) 


1000 
'BSOO 
9802 

'0608 
■951S 
■9418 
'9324 

^91S9 


9792 
SBOS 

flil-O 


II 

04&S 

9213 
9121 


977.1 

9484 
9S6fl 

011-2 


'9900 

-9703 
■«8ef 

■9474 
■9103 


OMl 
9405 

Ii 


904b19B37 9627 
945& ■9446 -9438 

■9178 9187 9158 
■9085 0070 0086 


0714 
9057 


2 3 4 
2 3 4 

12 3 4 




8 7 8 1 
6 7 8 ( 

6 7 3 t 


For values of M from 100 to 3-999, 


Subtract Difference!. | 


■2 

1 

■i 

8 
■9 
1-0 

IS 

11 

S-0 

11 

ii 

21 




■C-703 

■3488 
■4B08 

'iooe 

■3078 
3320 

11 

ii 

1400 
■1353 
■122B 

0907 
■007: 


-01 

6037 

4B1.0 
141D 

3H42 
320e 
Z98Z 
2608 
2441 
■230B 

:!| 

■1340 
■121! 

OSBi 

i 


^^a 


-03 ' ■« 


■OS 


■« \ »' 


•0* 


OS 


..11 a 3 4 


6 


fl J 8 J 


•aaB9 

is 
II 

-32fla 

■2417 

i 

■14B 
-1827 

■vm 

■0889 

II 

•0581 


87S1 
flSOi 

11 

3570 
S£SC 

an 

-Eles 

■U6i 
■1318 

:S 
:8!l 


ii 

is 

ii 

■1437 
■IBOO 

■09B5 

■0780 
■07H 


■if 

■5220 

-3867 
'3499 

£59 
■saiB 

■1920 
■157 
■1287 

■09Bi 

■0781 
■0707 


Si 

ii 

■3829 

ii 

■2322 

■1801 

■1409 
■1275 

■1044 
■0944 
■QS54 

■089( 

■061f 


843 

090 
025(1 

II 

3430 
3104 
2S0S 

Ii 

1396 
-1282 

■093 

■069! 
■051 r 


ii 

8188 
S600 
6006 
4146 
339S 

ao7g 

227( 
-2000 

■IBM 
■1240 

<a92f 

■08B7 

:i! 


■ii 

■5543 
■4107 

ii 

■(264 
■203S 

II 

■1119 
■091 
■07fiO 

■;o|; 


9 17 26 J 
8I31B B 

5 91419 

4 7 1114 
3 e 913 

ll'll 

13 4 5 

12 3 4 

12 2 3 
112 3 


43 

20 
21 

18 
12 

9 
B 
6 


4249'es 
38 46 51 S7 
35 4010;;; 

iisi 

aiiiiBS! 

isliii 

13 15 17 !» 
12131517 
1012141) 

9 10 11 IS 
8 91011 

5 7 8 

4 4 6 1 
3 4 4 


For valUBB of M Oom 30 to B-9. 


Subtract DUtereneea. 





■D4DS 

■oiej 

-OOOf 


■1 1 -i 

■OlBfl-015( 


■3 . 
0S8S-033) 

:E:E 


■5 
■0041 


-6 

■027 f 

31 

0002 


■; 

■0245 
-OOSf 

s 


Si 

-000; 


J_ 

■007; 

9 


Moan diHerences no longer 
sulBDieDtly accurate. 
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Table XXVI. Cathode-bay Velocity and Potential. 
Cathode-ray velocities in cina./aec,, correaponding to various voltagesi. 
The values are calculated by the formula, V = 5-96 JE . 10', 
where V ie the velocity and E the volt^e (see p. 96), 









For Toltasei from 


torn. 










u 





10 


so 


SO 


40 


50 


60 


70 

-lOO 
0-408 


St 

.100 


M 


>.10» 


-lO" 


0'-26^ 


o'sao 


*37^ 


0-i2"I' 


o^aT 


-lOB 


100 

MO 

sot 


0.S85 
0-842 
1081 


0-624 
l-2o! 


1-220 


1-081 
1-234 


1097 
1-248 


Hi 


1-277 


0-77B 
1-290 


0798 
1-304 
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Table XXVII. Chabactbristio y Rays. 

Rutherford and Rich>irdaoii, FM. 1913 and 1914 (aeu p. US). 
The absorption coefficients in aluminium may be contrasted with 
those for X rays on p. 1 15. 
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0-26 


Hard raya. 


Xj - 
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01 40 


0052 


Very hard raya. 


Ionium ■ 


230 


1080 


400 


Extremely soft rays. 






22-5 


8-3S 


L radiation. 






041 


015 


Very hard rays. 


Radium B 
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85 


Softer than ordinary 

Xrays. 
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U7 


L radiation. 






0-51 
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Very h^d rays. 
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K radiation. 
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APPENDIX V 



Tabi^ XXVIII. Wave 



OF Lines im X-ray Spectra. 



The values below are due to Moaoley [P.M. April 19U). Thoy 
include some of those givea oq p. 201. The most intense line is 
called a, the next (8. There are other lines present in both the 
K and L aeries. Reference should be made to Moeeley'e papers 
(see p. 199). 
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"""^ 


' LB. 
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xlO-Scm. 


» 10-8 cm. 




-lO-»cm. 


xin-icm. 


AJ 


8-364 


7-912 


Zr 


6-091 




Si 


7142 


6-729 


Nb 


5-749 


6-507 


CI 


4-750" 


— 


Mo 


5-423 


5187 
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3759 


3-463 


Ru 


4861 
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Ca 
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3 094 


Rh 


4622 


~- 


Ti 
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4-385 
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V 
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— 


Cr 
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Sn 


3619 


— 


Mn 
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1-946 
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Ru 
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Ag 
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Oa 


1-397 


1-201 




__ 


_ 


Ir 


1-364 


1155 











Pt 


1316 


1-121 


— 


- 


— 


Au 


1-287 


1-092 
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